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The Board of Gas and Electric Light Commissioners 
respectfully submits its fifteenth annual report. 

There are now under the supervision of the Board one 
hundred and forty-four companies and the gas or electric 
light plants of fifteen towns and two cities. This is an in- 
crease for the year of six companies and one town. Of the 
companies, forty-six are engaged in the supply of gas only, 
twenty-four in the supply of both gas and electric light and 
seventy-four supply only electric light. Of the municipali- 
ties, three have plants for the supply of gas and electricity, 
the others supply only electric light. 

The following table gives the corporate names of the com- 
panies chartered under general laws during the year 1899 
with gas or electric lighting powers, with the amount of 
capital and the locations of each, as stated in their char- 
ters: — 



Weymouth Water Power Company, . , , 
Callander Power Company, . . . . 
The Winthrop Gas and Electric Company, 
The Iowa Light, Heat and Power Company, 
Citizens Gas and Electric Light Company of 

Spencer, Mass., 

Norwood Electric Company, .... 
Norfolk Electric Light and Power Company, . 

Everett Gas Company, 

The Lexington Gas and Electric Company, 



180.000 Weymouth. 

5,000 Stockbridge. 

100,000 Winthrop. 

60,000 Boston. 

60,000 Spencer. 

16,000 Norwood. 

60,000 Medway. 

10,000 Everett. 

40,000 Lexington. 



Of the companies named above, only the Iowa Light, Heat 
and Power Company and the Norfolk Electric Light and Power 
Company have applied for approval of an issue of stock. 

Appendix A to this report contains the first exhibit of 
financial data relating to the electric lighting business in the 
towns of Ayer, Chester, Medfield and Medway. The Ches- 
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4 GAS AND ELECTRIC LIGHT. [Jan. 

ter Electric Light Company is the name under which Mr. E. 
Leroy Gardner of Chester is engaged in the supply of electric 
light in that town. He began to supply commercial lights 
early in March and street lights in the latter part of June. 
The Medfield Electric Light and Power Company, having 
completed the construction of its plant, began to supply elec- 
tric lights July 1. The Medway Electric Light and power 
Company began to supply street lights in March. This 
company, having been delayed about perfecting the title to 
its plant, has not yet engaged in the supply of commercial 
lighting. The Iowa Light, Heat and Power Company is an 
organization composed for the most part of citizens of other 
States who have sought incorporation under the laws of this 
Commonwealth for the purpose of acquiring and operating 
electric lighting plants outside of the State but under the 
supervision of this Board, so far as it may be possible to ex- 
tend it to such corporations. This company took possession 
on September 26 of the property and business of the Marion 
Light, Heat and Power Company, a corporation organized 
under the laws of the State of Iowa, and engaged in the supply 
of electric light and power in the town of Marion in that State. 

The petition of the Ayer Light and Power Company for 
approval of an issue of capital stock has been granted by the 
Board, and a new plant for the manufacture and sale of 
electricity has been constructed in the town of Ayer. The 
corporation has not yet perfected its title to this property, 
which has been operated by Mr. William M. Sai*gent of that 
town on his own account. 

The Attleborough Gas Light Company Corporation has 
been supplying gas in Attleborough since January 1, having 
on that date taken possession of the plant of the voluntary 
association, known as the Attleborough Gas Light Company, 
for many years engaged in the supply of gas in that town. 

The litigation, begun in January, 1898, by the Westfield 
Gas Light Company, to compel the town of Westfield to 
purchase its gas and electric light plants and to determine 
the price of the same, has been settled by agreement of the 
parties, and the town took possession of the plant on June 1, 
1899. The price paid for this property was approximately 
$150,000. 
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The Lexington Gas Light Company in March made an 
assignment for the benefit of its creditors. On August 14 
it was adjudged bankrupt, upon a creditors' petition filed 
July 13. On August 5 the property of the corporation was 
sold under foreclosure of the mortgage given to secure its 
bonds. It was purchased and has since been operated in the 
interest of the bondholders. . The Lexington Gras and Electric 
Company has been organized by other parties, who have a 
contract to purchase the property from the present owners. 
The Lexington Gas Light Company was organized under the 
general law in 1874, and its works were built for the manu- 
facture of oil gas. It added a plant for making and selling 
electricity in February, 1893, and since then has supplied 
electric light to the town and private consumers. It has been 
in financial difficulties for much of the time since this depart- 
ment of its business was undertaken. 

In February a receiver was appointed for the Spencer Gas 
Company, on petition of holders of bonds which were in 
default. In July the receiver was discharged by agreement 
of parties to the bill, and its property was restored to the 
corporation. This company was organized in July, 1886, 
with a capital of $50,000. It constructed its works for the 
manufacture of gas under a patented process, and began to 
sell gas in Spencer at the price of $1.25. In July, 1887, its 
capital had been increased to $75,000, and it had issued 
$75,000 of bonds. In June, 1888, its capital had increased 
to $85,000, and in January, 1889, it refunded its bonds, 
increasing their amount to $85,000. The price was in- 
creased in November, 1890, to $1.60, and in October, 1897, 
to $2. Up to June 30, 1890, the gas business appears from 
the annual returns to have been conducted at a loss, and the 
company's profits have rarely been sufficient to pay the 
interest on its bonds. Since the restoration of its property 
to the company the amount of bonds has been scaled to 
$59,950, and the interest rate on nearly all of these to i\ 
per cent. 

At the date of the last annual report petitions of the Mas- 
sachusetts Pipe Line Gtis Company for permission to lay 
mains were pending before the city councils of Chelsea and 
Maiden. In the former city the petition has been withdrawn, 
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6 GAS AND ELECTRIC LIGHT. [Jan. 

in the latter it is still pending. This company has laid mains 
in the town of Brookline, the cities of Everett, Somerville and 
Cambridge, and in the Brighton, Charlestown, Dorchester 
and Jamaica Plain districts of Boston, as well as in the city 
proper, to points at or near the works of the Boston, Brook- 
line, Charlestown, Dorchester and Jamaica Plain companies. 
The New England Gas and Coke Company began to supply 
gas from its works in Everett through the Massachusetts Pipe 
Line Gas Company to the Jamaica Plain Gas Light Company 
on December 3 and to the Brookline Gas Light Company on 
JDecember 5. The manufacturing plant of the Jamaica Plain 
company was closed down on the date named, and since 
then all the gas sold by this company has been made at the 
Everett works and purchased from the Pipe Line company. 
The amount supplied to the company in this way during 
December averaged about 365,000 cubic feet per day. An 
average of about 1,231,700 cubic feet per day has been sup- 
plied from the same source and in a similar manner to the 
Brookline company during the month of December. This 
has been mixed with the illuminating water gas made at the 
Brookline works and distributed in the territory of that com- 
pany as a mixed coal and water gas, containing about 54 
per cent, of the latter. 

In July, 1899, the Haverhill Gas Securities Company was 
chartered under the laws of this Commonwealth with a 
capital of $500,000, and with the avowed purpose *• to trans- 
act a general brokerage business, and to purchase, hold, 
sell, assign, transfer, mortgage, pledge or otherwise dispose 
of the shares of capital stock, or of any bonds, securities or 
evidences of indebtedness created by any other corporation 
or corporations of the Commonwealth of Massachusetts, and 
while owner of such shares of stock to exercise the rights, 
powers and privileges of ownership." It has since tran- 
spired that in these words the real purpose of this corpora- 
tion was adroitly concealed. Its promoters and principal 
incorporators had previously completed negotiations for the 
purchase of all the outstanding stock of the Haverhill Gas 
Light Company, whose par value was $75,000, and had 
agreed to pay therefor substantially the entire capital of the 
securities company. The money gathered for this purpose 
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was first used to pay up the stock of the securities company 
in formal compliance with the law, and immediately paid out 
to the stockholders of the gas light company in payment for 
their stock, the entire capital of the former company being 
used for this purpose. The securities company then pro- 
ceeded to issue and sell 5 per cent, debentures for the fiiU 
amount of $500,000, with the stock of the gas light com- 
pany deposited with a trustee as the collateral therefor. The 
holders of the securities company's bonds were thus made to 
contribute the entire amount paid for the gas company's 
stock. The amount originally put in by the promoters was 
then where it might be returned to them as a dividend of the 
securities company, leaving to them as a profit the entire 
capital stock of the securities company and the control of the 
gas light company. We have been unable to learn that the 
securities company possesses or expects to acquire any 
property other than this equity in the Haverhill Gtis Light 
Company's stock, or to have any source of income except 
the returns of that company's business. Chapter 310 of the 
Acts of 1868, re-enacted as section 18 of chapter 105 of the 
Public Statutes, and in chapter 350 of the Acts of 1894, con- 
tains the following provision : ** No railroad corporation, tele- 
graph, or gas light company chartered under the laws of this 
Commonwealth shall hereafter declare any stock dividend or 
divide the proceeds of the sale of stock among its share- 
holders. . . ." This is not merely a prohibition against 
stock watering, but against the division of surplus into new 
capital stock. The principle announced in this statute ought 
not to be defeated by any shrewdly contrived method of 
stock manipulation. The obvious purpose and tendency of 
the securities company are to evade and annul the policy 
which this statute declares. Its acts are indirectly but 
distinctly an effort to capitalize the gas company's surplus, 
and its existence is a menace to the interests of the gas- 
consuming public in Haverhill. The Board respectfiilly 
recommends that the Legislature annul the charter of the 
Haverhill Gas Securities Company. Such a course would 
tend only to restore the stock of the gas light company to 
the bondholders of the securities company, who have already 
virtually bought it at a liberal price, and deprive the pro- 
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moters of the securities company of no property except an 
opportunity for profit through a manipulation of the stock 
of the gas company, carried on in defiance of what for more 
than thirty years has been the well-understood policy of the 
State toward such corporations. 

Compulsory Supply. 

The same course has been pursued as in previous years 
upon complaints of persons unable to agree with the. com- 
panies as to the terms upon which they might be supplied 
with gas or electric light, and all such cases, with a single 
exception, have been satisfactorily adjusted without the 
necessity of formal orders or hearings. 

In the case of Andrew A. Meyers et al. against the 
Quincy Electric Light and Power Company, a petition to 
require the company to extend its lines and supply electric 
lights in that part of the city of Quincy known as Hough's 
Neck, which had been formally heard and was pending at 
the date of the last report, further hearings have been given 
on request of the petitioners. The statute provides that 
upon such an application this Board may issue an order re- 
quiring the company to supply upon such terms and condi- 
tions as are legal and reasonable. Several public hearings 
were given on this petition in 1898, at which the grounds 
for and against the request were presented by the petitioners 
and the company. As a result, an understanding was reached 
by which the company agreed to extend its lines to Hough's 
Neck, provided Mr. Meyers filed a bond with satisfactory 
surety to purchase electricity amounting to $300 a year for 
three years. In September of that year Mr. Meyers offered 
a bond with a surety whom the company declined to accept^ 
and the matter was dropped. In April, 1899, at the re- 
quest of the petitioner, the case was reopened and further 
hearings were given. At these Mr. Meyers withdrew his 
offer to take electricity to the amount of $300 annually, and 
asked that the company be required to extend its lines without 
a guaranty. Hough's Neck, it appeared from the evidence, 
is a summer and holiday resort, with the usual attractions 
of places of that character, — restaurants, hotels, etc. The 
permanent residents are few and the houses they occupy 
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moderate in cost. The taxable property amounts to some- 
thing over a million dollars, and the district is connected 
with Quincy Centre by an electric railway, which, however, 
is not operated during the winter. For a distance of about 
three and a half miles between the Centre and Hough's Neck 
there are no street lamps and no electric light lines. Upon 
a consideration of all the facts in the case, the Board recom- 
mended that the petition should be granted ; but, in view Of 
the uncertainty of the income from other sources, only upon 
the condition that Mr. Meyers, whose interests appeared to 
be paramount, should execute and deliver to the treasurer 
of the company in its behalf a bond or contract, in a form 
approved by this Board, which should insure to the company 
an income from commercial incandescent lighting at Hough's 
Neck of not less than $150 per year for a term of three 
years, or until the city of Quincy should establish street 
lamps between the Neck and the present terminus of the 
street-lighting lines. This recommendation was accepted 
by the company, which has extended its lines and supplied 
lights in that district to parties desiring them. 

Beverb Petition. 

This was a petition by the selectmen of Revere and con- 
sumers in Winthrop against the Suburban Gas and Electrio 
Company for improved service and a reduction in the price 
of electric light. Very early in the hearing the request for 
reduction in price was waived, and the representative of 
the consumers in Winthrop withdrew from the case. Hear- 
ings were begun in Revere and continued at the office of the 
Board. Following the hearings and the subsequent investi- 
gation of the Board more than $30,000 was expended by the 
company in the extension and improvement of different parts 
of its plant, which was by this means fully equipped for re* 
moving the causes of complaint and rendering satisfactory 
service. Under these conditions, no formal order seemed 
necessary and none was issued by the Board. 
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Town of Bbaintree v. A. S. Morrison et ah. 

This petition was brought on behalf of the town of Brain- 
tree by the selectmen, jointly with a committee appointed 
for the purpose at a special meeting of the town, on April 
29, 1898, against Alvah S. Morrison and other citizens of 
Braintree, who are the owners of an electric light plant in 
that town, are engaged in distributing and selling electric 
light, and for that purpose have run wires over and along 
certain streets in the town. 

The petitioner alleged that this business was conducted 
without the consent of the selectmen of the town ; that cer- 
tain of the wires and the poles supporting them had been 
erected in violation of law ; and asked this Board to so act 
that <<8uch unlawful and unauthorized business and street 
occupancy may be restrained and terminated." 

In 1889 the respondents petitioned the selectmen *«for a 
permit allowing us to pass a wire over the public streets, to 
connect our residences with a dynamo to be placed in the 
mill of A. S. Morrison & Bros., for the purpose of lighting 
our several places." On this petition the selectmen voted 
that the petitioners '*be permitted to pass a wire over 
Adams, Elm, Myrtle and Middle streets, for the above- 
named purpose, said wire to be twenty feet above the street," 
and a statement of this vote signed by all the selectmen was 
delivered to one of the respondents in this case ; no further 
authority has ever been given by the selectmen. 

Precisely what was intended by this request and grant, 
particularly the expression ** a wire," is not at all clear, and 
it seems to have been used either carelessly or under serious 
misapprehension by both the selectmen and the Morrisons. 
There was no other specification as to how the lines should 
be run nor where the streets should be crossed, and no con- 
sideration of that phase of the subject by either party to the 
permit. Obviously, the purpose of the application could 
not be accomplished by ai single wire between the plant and 
the several places of the petitioners ; there must be at least 
two wires, one out and the other back, and it was probably 
impossible to construct this circuit without placing at least 
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two wires across all the streets named. It appears, in fact, 
that at the time the permit was issued there were already 
erected two wires at each of two crossings of Adams Street, 
two wires across Elm Street and two wires in each of two 
places across Myrtle Street, and that all of these were neces- 
sary for conveniently reaching the places described in the 
request for the permit. It also appears that the existence 
of all these wires was known to the selectmen at the time the 
authority was given, neither is there in the present petition 
any complaint against these wires. 

Soon after the permit was issued the owners of the plant 
began to extend their lines across other streets and in other 
places across Myrtle and Middle streets, for the purpose of 
supplying light to residences not contemplated in the original 
request; so that in the early portion of 1892 the Morrisons 
and their associates, operating under the name of the Citi- 
zens Electric Light Company, were supplying nearly a score 
of people not referred to in the original petition, and, in 
addition to the lines already mentioned, had two wires cross- 
ing Morrison, B. V. French, Spruce and Vine streets, and 
Brockton and Jersey avenues, with poles set in the unwor*ked 
portion of what had been laid out as Vine Street and in 
Jersey Avenue. 

In 1892 the town of Braintree, acting under the municipal 
ownership act of 1891, completed and put in operation an 
electric plant for lighting its streets, and in 1894 began to 
do commercial lighting also. No offer was made hy the 
town to purchase this private plant nor by the owners to sell 
it. In that year, at the request of the town officers and as 
required by statute, the attention of the Attorney-General 
was called to the wires erected by the respondents over 
streets not named in their permit, but without any request 
for his intervention. His reply contained the following 
statement : << If these wires constitute an obstruction in the 
streets, in the sense of the law, or if they materially affect 
or impair the public safety and convenience of travel, I know 
of no reason to doubt that it is within the powers of the local 
surveyors of highways to remove them, and there are expres- 
sions in some of the later decisions of the court indicating 
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that electric lighting wires may be so regarded. It is a gen- 
eral rule applicable to these cases that the court will not 
interfere if there is an adequate remedy in the hands of the 
local authorities, and as a rule, therefore, it is held inexpe- 
dient by the occupants of this office to proceed in such a 
case.'* 

Before the present petition was brought the town was ad- 
vised by its counsel << that it is the duty of the surveyors of 
highways to remove, after proper notice to the owners, any 
and all wires and poles in, on or over the highways of said 
town for the placing of which wires and poles no license or 
permit has been given by the proper authorities of the town.'* 

There is no evidence of any desire or intention on the 
part of the respondents to further extend their business. 
Although the poles and wires in and over the streets not 
named in the permit of the selectmen appear to be maintained 
in violation of law, the conditions do not seem to differ essen- 
tially from those existing in 1892, when the subject was con- 
sidered by this Board and the Attorney-General. The 
respondents offered at the hearing to remove these lines 
whenever the town should be ready to supply the parties for 
whose benefit they were erected. 

In view of all the circumstances described, the Board did 
not see its way clear to place the subject again in the hands 
of the Attorney-General, and voted to dismiss the petition. 



Wakefield Petition. 
This was a petition by the municipal light board of the 
town of Wakefield, under section 10 of chapter 370 of the 
Acts of 1891, praying the approval by this Board of a gross 
price of $1.90 per thousand feet for gas made at the town 
plant, with a discount of 10 per cent, when used for lighting 
only and of 20 per cent, when used for fuel only. The sec- 
tion cited contains the following provision : ^^ The price to 
be charged for gas or electricity to persons and corporations 
. • • shall not, except with the written consent of the gas 
and electric light commissioners, be fixed at less than cost, 
in which shall be included, in addition to all operating ex- 
penses, interest on the net investment in plant made by the 
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city or town at the rate paid upon the bonds, together with 
the requirements of the sinking fund established to meet such 
bonds, and also depreciation of the plant, to be reckoned at 
not less than five per cent, per annum of its cost and losses." 

This gas plant, combined with an electric lighting plant, 
was purchased by the town in 1894 from the Citizens Gas 
Light Company, and since that time the two plants have 
been operated together. 

The present price is $2, with a discount of 10 per cent, 
when the gas is used for lighting only and 20 per cent, when 
used for fuel only. The consent of this Board was given to 
these rates in 1894 after a hearing upon the petition of the 
municipal light board of that year. This action was in 
response to a general conviction that, if an attempt were 
made to charge the entire cost, computed as the law directs, 
such price would be prohibitive. Since that time, although 
the actual receipts have somewhat decreased, on account of 
a large decrease in the quantity sold to the Citizens Gras 
Light Company, the sales to the consumers in Wakefield 
have steadily increased, as the following figures for each 
year show : — 

Cable F«et. 

To June 30, 1895 (eleven months), • . . . 3,176,850 

To June 80, 1896, 4,263,400 

To June 30, 1897, 4,747,900 

To June 30, 1898 6,013,400 

an increase for the three years of more than 55 per cent. 

The town of Wakefield has steadily grown in population 
and wealth, along with the increase in the output of gas and 
the receipts therefrom. It is nevertheless true that the re- 
ceipts above operating expenses have never been sufficient to 
pay interest and depreciation charges. 

It was urged at the hearing that, if the price were reduced 
to the point named, the output would increase and the pres- 
ent income be maintained. This is probably true ; it is also 
probable that, with proper management, at the prices now 
charged both output and income will increase. 

It is clear that in the management of this business the 
town should take that position which will be fairest to all 
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interested. It is a mistake to say that the plant belongs to 
the consumers, and that the only purpose of the management 
should be to return the mere operating cost. The plant 
belongs to all the inhabitants of the town ; it was purchased 
and has been in a large measure maintained by the tax 
payers, many of whom have been unable to obtain the gas or 
to receive any particular benefit from the town's ownership 
of the plant. There are about 300 gas customers and 2,200 
tax payers in the town. Under all the circumstances, the 
present prices, from the point of yiew of the customer at least, 
should be regarded as reasonable. They are no higher than 
those usually paid for gas in other towns of similar size in the 
State. 

We can see no plainer purpose, in the statute under which 
this petition is brought, than to secure a fair consideration 
of the interests of both owners and consumers ; and that the 
interests of the former should be protected in every way 
consistent with a fair and reasonable treatment of the latter. 

We recognize in the request contained in this petition the 
evident desire of the municipal light board to increase the 
output of the plant and the number of its customers ; but we- 
believe that a proper consideration of the interests of all 
parties concerned requires that this result should be secured 
by a continuance of activity in other directions, rather than 
by a reduction from present prices. It was therefore 

Votedy To dismiss the petition. (Jane 9.) 

Appboval of New Stock and Bonds. 
Fifteen applications for approval of issues of new stock or 
bonds have been decided during the year ; four others have 
been continued by request of the petitioners for further 
hearing. One order passed in 1898 has been modified. The 
Edison Electric Illuminating Company of Boston applied for 
approval of an issue of stock sufficient to produce $750,000 ; 
the issue of 4,000 shares was approved, and the price fixed 
at $175 per share. In the other cases decided the amount 
of securities asked for was $1,008,900 ; the amount approved, 
$907,900. In eight cases the full amount asked for was 
approved, and no petition has been dismissed. 
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The following table shows the value at par of securities 
approved in the case of each of the companies, with the date 
of such approval : — 



COMPANY. 


stock. 


Bonda. 


Date. 


Attleboro Gas, 


$46,400 




Jan. 20. 


Electric of Abington and Rockland, 


. 


$40,000 


Jan. 21. 


Medway Electric, .... 


16,000 


. 


Feb. 9. 


Webster Electric, . 






«. 


25,000 


March 21. 


Suburban Gas and Electric, 






25,000 


. 


April 21. 
May 3. 


Aver Light and Power, . 
Waltham Gas, . 






30,000 


- 






35,000 


- 


May 9. 


Medfield Electric, . 






10,000 


30,000 


June 26. 


Lee Electric, . 






9,000 


5 28,000 

) 4,000 

30,000 


July 21. 
Sept. 8. 


Iowa Light, Heat and Power, 
Attleborough Electric, . 






80,000 
10,000 


Aug. 7. 
Sept. 7. 


Maiden Electric, 






20,000 


. 


Oct. 13. 


Boston Electric, 






500,000 


. 


Oct. 13. 


Edison of Boston, . 






400,000 


- 


Oct. 25. 


Haverhill Electric, .... 


25,600 


•" 


Nov. 2. 



Petition op the Attlebobo Gas Light Company 
corpobation. 

This was aD application for approval by the Board of an 
issue by the Attleboro Gas Light Company Corporation of 
new capital stock of the par value of $46,400. 

This company received its charter under the general laws 
on Nov. 21, 1898. It is incorporated for the purpose of 
making and selling gas for light in the town of Attleborough, 
and for certain other purposes. At the date of the de- 
cision it was not operating a gas plant, and had issued no 
certificates of stock. It appeared from the petition and 
the records of the corporation that the stock was to be 
issued for the purpose of purchasing all the property, real 
and personal, of the association known as the Attlebor- 
ough Gas Light Company. This association was organ- 
ized in the year 1861, and had since that date carried on 
a successful business in the supply of gas to the town of 
Attleborough and its inhabitants. The ownership of this 
company was divided into 464 shares, of the par value of $100 
each, constituting a nominal capital of $46,400. Its plant 
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exceeded in value the amount of stock named in the petition. 
The following was therefore adopted : — 

On the application of the Attlehoro Gas Light Company Cor- 
poration, pursuant to the provisions of chapter 450 of the Acts of 
1894, for the approval of an issue of new capital stock of the par 
value of $46,400, for the object named in said application, after 
public notice and hearing, it appearing that the amount of stock, 
as prayed for, is reasonably requisite for the purpose for which 
such issue of stock has been authorized, — 

Orderedj That the Board hereby approves of the issue by the 
Attlehoro Gas Light Company Corporation of 464 shares of new 
capital stock, of the par value of $100 each, in conformity with 
all the requirements of law relating thereto; the said stock or 
the proceeds thereof to be applied to the purchase, free, and clear 
of all encumbrances, of all the property, real and personal, busi- 
ness, rights, credits, franchises, contracts, leases and effects of 
every name, nature and description belonging to the association 
known as the Attleborough Gas Light Company, and to no other 
purpose. (January 20.) 



Petition of the Eleotbio Light and Powbb Company 
OF Abington and Eooexand. 

This was a petition by the Electric Light and Power Com- 
pany of Abington and Rockland for approval of an issue of 
bonds to the amount of $40,000 for the purpose of funding 
a part of the floating debt of the company. 

Upon examination of the company's plant, its history 
and present business, it appeared that the floating debt, as 
represented in its promissory notes, was incurred for the 
purpose of constructing and enlarging its plant, and that, 
after the issue of the amount of bonds named in the petition 
and hereinafter approved, the total amount of stock and 
bonds outstanding would not exceed the structural value of 
the plant. The following was therefore adopted : — 

On the petition of the Electric Light and Power Company of 
Abington and Rockland, pursuant to the provisions of chapter 450 
of the Acts of 1894, for the approval of an issue of bonds to the 
amount of $40,000, for the purpose of funding its floating debt 
now outstanding, after public notice and hearing, it appearing that 
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the amoant of bonds, hereinafter approved, is reasonably requisite 
for the purpose for which such issue of bonds is authorized, — 

Ordered^ That the Board hereby approves of the issue by the 
Electric Light and Power Company of Abington and Rockland, at 
not less than par and accrued interest, in conformity with all the 
requirements of law relating thereto, of first mortgage bonds to an 
amount not exceeding $40,000, payable in not exceeding twenty 
years from the date thereof, and bearing interest at a rate not 
exceeding 5 per cent, per annum; said bonds or the proceeds 
thereof to be applied to the funding and cancelling of an equal 
amount of the outstanding promissory notes of the company. 
(January 21.) 

Petition of the Medway* Electric Light and Power 

Company. 

This was an application by the Medway Electric Light 
and Power Company for the approval of an issue of new 
capital stock of the par value of $15,000. 

The charter of the company is dated Oct. 7, 1895. It is 
incorporated for the manufacture and sale of electricity for 
lighting and for power in Medway. At the date of the 
decision it did not own nor operate an electric plant, and 
had issued no certificates of stock. It appeared at the hear- 
ing that the proposed stock was to be issued for the purpose 
of acquiring certain land and water power in combination 
with a plant for generating and distributing electricity in 
the town of Medway. A descriptive schedule of this prop- 
erty was filed with the petition, and an inspection of the 
same was made on behalf of the Board. The Boar(} was 
satisfied that the property will fairly represent the amount 
of stock named in the petition. The following was there- 
fore adopted : — 

On the application of the Medway Electric Light and Power 
Company, pursuant to the provisions of chapter 450 of the Acts 
of 1894, for the approval of an issue of new capital stock of the 
par value of $15,000, for the ohject named in said application, 
after public notice and hearing, it appearing that the amount of 
stock hereinafter approved, is reasonably requisite for the pur- 
poses for which such issue of stock has been authorized, — 

Ordered^ That the Board hereby approves of the issue by the 
Medway Electric Light and Power Company of 150 shares of new 
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capital stock of the par valae of $100 each, in conformity with all 
the requirements of law relating thereto ; the said stock or the 
proceeds thereof to be applied to the purchase, free and clear of 
all encumbrances, of certain land with the buildings thereon and 
the water power appurtenant thereto in said Medway, known as 
the Campbell mill privilege, and now or recently owned by the 
Benjamin Franklin Savings Bank of Franklin, with the electrical 
generating and distributing plant combined therewith, substantially 
as described in the schedule of said property, filed in this ofl3ce, 
and to the completion and improvement of said plant and property 
and to no other purpose. (February 9.) 



Petition of the Webster Elbotrio Company. 

The Webster Electric Company applied for the approval 
of an issue of bonds to the amount of $25,000. 

This company had outstanding bonds amounting to $30,- 
000, bearing interest at 6 per cent. It appeared at the 
hearing that the company had a right to call these bonds, 
and intended to call in and pay the entire issue. The bonds 
named in the petition are to be used for that purpose, and 
will bear interest at 5 per cent. The following was therefore 
adopted : — 

On the petition of the Webster Electric Company, pursuant to 
chapter 450 of the Acts of 1894, for approval of an issue of bonds 
to the amount of $25,000, for the purpose of retiring the bonds 
now outstanding, after public notice and hearing, it appearing 
that the purpose for which it is proposed to issue said bonds is 
lawful, and that the amount hereinafter approved is reasonably 
requisite for the purpose for which such issue of bonds is au- 
thorized, — 

Ordered^ That the Board hereby approves of the issue by the 
Webster Electric Company, at not less than par and accrued 
interest, in conformity with all the requirements of law relating 
thereto, of first mortgage bonds to an amount not exceeding 
$25,000, payable in not exceeding thirty years from the date 
thereof, and bearing interest at a rate not exceeding 5 per cent, 
per annum; said bonds or the proceeds thereof to be applied 
toward the payment and cancellation of the entire amount of 
mortgage bonds of said company now outstanding, and to no other 
purpose. (March 21.) 
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Petition of the Pittspibld Eleotbio Company. 
Upon a consideration of a petition by the Pittsfield Elec- 
tric Company for such a modification of an order adopted by 
this Board on April 27, 1898, approving an issue of new 
capital stock of the par value of $25,000, and an issue of 
bonds of the par value of $100,000, as will permit the pro- 
ceeds of a part of the bonds then approved to be used to pay 
the floating debt of the company, it appeared that none of 
the stock and none of the bonds approved by said order had 
been issued, that the company had waived all its right to 
issue said stock under said order, and had consented to the 
rescinding of so much of said order as relates in any way to 
said stock or requires the proceeds of the bonds, named in 
the following order, to be applied to new construction. It 
was further found by the Board that the issue of so many of 
the aforesaid bonds as is hereinafter named was reasonably 
requisite for the purposes for which said issue is authorized. 
It was therefore — 

Ordered^ That the Board hereby rescinds so much of its said 
order of April 27, 1898, as relates in any way to the approval of 
an issue of new capital stock, and so mucl} of said order as 
requires the proceeds of bonds thereby approved to be applied in 
payment for the reconstruction and enlargement of the company's 
plant at its central station. 

Ordered^ further^ That, of the bonds approved by said order of 
April 27, 1898, the proceeds of bonds of the par value of $25,000 
be applied to the payment of an equal amount of the company's 
floating debt, and to no other purpose. (April 11.) 

Petition of the Suburban Gas and Electric Company, 
This was an application by the Suburban Gas and Electric 
Company for approval of an issue of new capital stock of the 
par value of $25,000 for the purpose of paying its floating 
debt. 

It appeared from the annual return of the company and 
from the evidence submitted at the hearing that its floating 
debt was about $30,000. From an examination of the com- 
pany's plant it also appeared that after the issue of stock 
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hereinafter approved the entire capital outstanding would be 
fairly represented by the property of the company. The 
following was therefore adopted : — 

On the petition of the Suburban Gas and Electric Company, 
pursuant to the provisions of chapter 450 of the Acts of 1894, for 
the approval of an issue of new capital stock of the par value of 
$25,000, for the purpose named in the order following, after pub- 
lic notice and hearing, it appearing that the amount of stock here- 
inafter named is reasonably requisite for the purposes for which 
such issue of stock is authorized, — 

Ordered, That the Board hereby approves of the issue by the 
Suburban Gas and Electric Company, in conformity with all the 
requirements of law relating thereto, of 250 shares of new capital 
stock of the par value of $100 each ; the proceeds thereof to be 
applied to the payment and cancellation of an equal amount of the 
floating debt of the company now outstanding, and to no other 
purpose ; and, for the purpose of determining the price or rate at 
which the said shares shall be offered proportionately to the stock- 
holders of said corporation, pursuant to chapter 472 of the Acts 
of 1894, it is further — 

Ordered ajid determined by the Board, taking into account 
previous sales and other pertinent conditions, that the market 
value thereof for the purpose aforesaid be fixed at $100 per share ; 
and if any shares shall remain unsubscribed for by the stock- 
holders entitled to take them under the provisions of said chapter, 
it is further — 

Ordered, That all such shares shall be offered for sale in the city 
of Boston, and that notice of the time and place of such sale shall 
be published in the "Boston Daily Advertiser," "Boston Daily 
Globe" and " Boston Evening Transcript," newspapers published 
in the city of Boston. (April 21.) 

Petition of the Ayer Light and Power Company. 

This was an application by the Ayer Light and Power 
Company of Ayer, Mass., for approval of an issue of new 
capital stock of the par value of $50,000. 

The charter of this company was issued under date of 
Oct. 27, 1898. Its purpose is declared to be *' the generat- 
ing and furnishing of electricity for light, heat and power.' 
At the date of the decision it did not own nor operate an 
eilectric plant. It appeared at the hearing that the com- 
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pany was constructing a plant for the supply of electricity 
in the town of Ayer, and that it intended to extend its lines 
so as to supply light and power in the towns of Groton, 
Harvard and Shirley. It also appeared to be the intention 
of the company to purchase the electric lighting plant and 
business of William M. Sargent, one of its directors, who 
had been operating such a plant for about two years. The 
amount of stock hereinafter named for the new plant in the 
several towns was intended to cover the probable cost of work 
already planned. The amount hereinafter approved for the 
purchase of the plant previously in operation was intended 
to cover its original cost and the expenses incidental to its 
installation and operation. The following was therefore 
adopted : — 

On the petition of the Ayer Light and Power Company, pur- 
suant to chapter 450 of the Acts of 1894, for the approval of an 
fssue of new capital stock to the amount of $50,000, for the 
objects named in said petition, after public notice and hearing, it 
being deemed by the Board that the issue of capital stock to the 
amount hereinafter named is reasonably requisite for the purposes 
for which said issue is authorized, it is — 

Ordered, That the Board hereby approves of the issue by the 
Ayer Light and Power Company of 300 shares of new capital 
stock, of the par value of $100 each, in conformity with all the 
requirements of law relating thereto ; the proceeds of said stock 
to be applied to the following purposes and to no other, to wit : 
The proceeds of 120 shares of said stock to pay for constructing 
and equipping the company's plant in the town of Ayer ; the pro- 
ceeds of 160 shares of said stock to pay for constructing its dis- 
tributing system in the towns of Shirley, Harvard and Groton ; 
and the proceeds of 20 shares to the purchase, free and clear of 
all incumbrance, of the electric plant and business of William M. 
Sargent in the town of Ayer, with all the credits, rights, privileges 
and other property appurtenant to the same. (May 3.) 



Petition of the Waltham Gas Light Company. 
The Waltham Gas Light Company applied for the approval 
of an issue of new stock of the par value of $70,000, for 
the purpose of paying its floating debt and for improvements 
and additions to its plant. 
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As appeared from its annual return, the company had 
outstanding at that time capital stock of the par value of 
$140,000, bonds to the amount of $50,000, and a floating debt 
represented by its notes payable of $58,000. From a study 
of the plant and a comparison of its structural value with 
the liabilities, it appeared that a substantial portion of the 
floating debt represented losses rather than plant. This 
company, in common with others engaged in the supply 
of electric light, has suffered from the depreciation in values, 
due to the rapid progress of the art to a greater extent 
than it has thus far been able to recover out of income. The 
public interest requires that these losses should not become 
a perpetual charge upon the business through their repre- 
sentation in new capital stock. The Board was able to ap- 
prove of new capital only for that portion of the debt which 
it found represented in the plant. The following was there- 
fore adopted : — 

On the petition of the Waltham Gas Light Company, pursuant 
to chapter 450 of the Acts of the year 1894, for the approval of 
an issue of new capital stock of the par value of $70,000, for the 
purpose of paying its floating debt and for Improvements and addi- 
tions to its plant, after public notice and hearing, it being deemed 
by the Board that an issue of capital stock to the amount herein- 
after named is reasonably requisite for the purpose for which said 
issue is authorized as hereinafter specified, it is — 

Ordered^ That the Board hereby approves of the issue by the 
Waltham Gas Light Company, in conformity with all the require- 
ments of law relating thereto, of 350 shares of new capital stock, 
of the par value of $100 each ; the proceeds thereof to be applied 
to the payment of the company's floating debt, and to no other 
purpose^ and, for the purpose of determining the price or rate at 
which the said shares shall be offered proportionately to the stock- 
holders of said corporation, pursuant to chapter 472 of the Acts of 
the year 1894, it is further — 

Ordered and determined by the Board, taking into account pre- 
vious sales and other pertinent conditions, that the market value 
thereof for the purpose aforesaid be fixed at $110 per share ; and 
if any shares of said stock shall remain unsubscribed for by the 
stockholders entitled to take them under the provisions of said 
chapter, it is further — 
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Ordered, That all each shares shall be offered for sale at some 
suitable place in the city of Boston, aud that notice of said time 
and place of sale shall be published in the '^ Boston Daily Adver- 
tiser*' and the ^' Boston Daily Journal," newspapers published in 
the city of Boston, and in the '' Waltham Evening News," a news- 
paper published in the city of Waltham. (May 9.) 

Petition of the Medfield Elegtbic Light and Powee 

Company. 

This was an application by the Medfield Electric Light and 
Power Company for the approval of an issue of $10,000 of 
new capital stock and of bonds of the par value of $30,000. 

On May 6, 1898, on the petition of this company, the 
Board approved an issue of capital stock of the par value 
of $20,000 and bonds to the amount of $18,000, for the 
purpose of constructing and equipping its plant. This con- 
struction was soon after begun, the stock and bonds issued, 
and the proceeds applied as required by the order of the 
Board. It appeared at the hearing and from an examina- 
tion of the plant that the cost of the same and its fair struct- 
ural value would somewhat exceed $60,000. The following 
was therefore adopted : — 

On the petition of the Medfield Electric Light and Power Com- 
pany, pursuant to chapter 450 of the Acts of the year 1894, for 
the approval of an issue of additional capital stock of the par 
value of $10,000 and of bonds to the amount of $30,000, for the 
purposes named in the following order, after public notice and 
hearing, it being deemed by the Board that the issue of said 
amount of capital stock and bonds is reasonably requisite for the 
purpose for which said issue is authorized as hereinafter specified, 
it is — 

Ordered, That the Board hereby approves of the issue by the 
Medfield Electric Light and Power Company, in conformity with 
all the requirements of law relating thereto, of 100 shares of new 
capital stock of the par value of $100 each and of the issue at not 
less than par and accrued interest of first mortgage bonds to an 
amount not exceeding $30,000, payable in not exceeding twenty 
years from the date thereof, and bearing interest at a rate not 
exceeding 5 per cent, per annum ; the proceeds of said stock to 
be applied to the payment of the company's present floating 
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debt, and to no other purpose ; said bonds or the proceeds thereof 
to be applied to the following purposes and to no other, to wit : 
bonds to the amount of $18,000 or the proceeds thereof to be 
applied to the refunding and cancelling, bond for bond, of the 
first mortgage bonds of said company now outstanding ; and bonds 
to the amount of $12,000 or the proceeds thereof to be applied to 
the payment and cancelling of an equal amount of the company's 
floating debt now outstanding, and of obligations which may be 
hereafter incurred in completing the construction of the company's 
plant under existing contracts ; and, for the purpose of determin- 
ing the price or rate at which the said shares shall be offered pro- 
portionately to the stockholders of said corporation, pursuant to 
chapter 472 of the Acts of the year 1894, it is further — 

Ordered and determined by the Board, taking into account pre- 
vious sales and other pertinent conditions, that the market value 
thereof for the purpose aforesaid be fixed at $100 per share ; and 
if any shares of said stock shall remain unsubscribed for by the 
stockholders entitled to take them under the provisions of said 
chapter, it is further — 

Ordered^ That all such shares shall be offered for sale at some 
suitable place in the city of Boston, and that notice of said time 
and place of sale shall be published in the " Boston Daily Adver- 
tiser" and the "Boston Evening Transcript," newspapers pub- 
lished in the city of Boston, and in the " Medfield News," a 
newspaper published in the town of Medfield. (June 26.) 

Petition of the Lee Electric Company. 

The Lee Electric Company applied for the approval of a 
new issue of capital stock and bonds for the purpose of 
enlarging its plant, funding its floating debt and refunding 
its bonds. 

It appeared from the company's petition and the facts sub- 
mitted at the hearing that it desired to issue a part of the 
new securities for the purpose of extending its lines and 
purchasing certain land and water power which it was 
leasing and using and which was needed for the proper and 
economical conduct of its business. From an examination 
of its property, its plant appeared to be a fair equivalent for 
the existing stock and bonds. The recent expenditure for 
new construction, represented by the floating debt, had ap- 
parently only served to repair the losses incident to the busi- 
ness ; this debt was therefore regarded as a proper charge 
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upon income, and the Board was unable to approve its con- 
version into either stock or mortgage bonds. The follow- 
ing was therefore adopted : — 

On the petition of the Lee Electric Company, pursuant to the 
provisions of chapter 450 of the Acts of 1894, for the approval of 
an issue of additional capital stock of the par value of $10,000 and 
of bonds to the amount of $30,000, for the purpose of enlarging 
its plant, funding its floating debt and refunding the bonds now 
outstanding, after public notice and hearing, it appearing that the 
amount of capital stock and bonds, hereinafter named, is reason- 
ably requisite for the purposes for which such issue of bonds is 
authorized, as hereinafter specified, — 

Ordered, That the Board hereby approves of an issue by the 
Lee Electric Company, in conformity with all the requirements of 
law relating thereto, of 90 shares of new capital stock, of the par 
value of $100 each, and of first mortgage bonds at not less than 
par and accrued interest to an amount not exceeding $23,000, 
payable in not exceeding thirty years from the date thereof and 
bearing interest at a rate not Exceeding 5 per cent, per annum ; 
the proceeds of said stock and bonds to be applied to the follow- 
ing purposes, and to no other, to wit : the proceeds of said capital 
stock to the purchase, free and clear of all encumbrances, of cer- 
tain land and water power in the easterly part of the town of Lee, 
adjacent to land now owned by the company, with the buildings, 
machinery and appliances thereon, with all the rights, privileges 
and appurtenances thereto belonging; bonds to the amount of 
$20,000 or the proceeds thereof to be applied to the refunding and 
cancelling bond for bond of the first mortgage bonds of said com- 
pany now outstanding, and bonds to the amount of $3,000 or the 
proceeds thereof to be applied to the enlargement and improve- 
ment of its generating and distributing plant, substantially as set 
forth in the memorandum attached to the company's petition ; and, 
for the purpose of determining the price or rate at which said 
shares shall be offered proportionately to the stockholders of said 
corporation, pursuant to chapter 472 of the Acts of 1894, it is 
further — 

Ordered and determined by the Board, that the market value 
thereof for the purpose aforesaid be fixed at $100 per share ; and 
if any shares of said stock shall remain unsubscribed for by the 
stockholders entitled to take them under the provisions of said 
chapter, it is — 

Ordered, That all such shares shall be offered for sale at some 
suitable place in the city of Boston, and that notice of said time 
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and place of sale shall be published in the ^' Boston Daily Adver- 
tiser/' the "Springfield Daily Republiwtn " and the "Pittsfield 
Daily Eagle/' newspapers published in the cities of Boston, 
Springfield and Pittsfield, respectively. (July 21.) 

It was later voted to reopen the hearing upon said peti- 
tion, good cause being shown therefor. 

It then appeared that at the date of the petition and the 
hearing thereon the directors were considering the expediency 
of certain additions to the company's plant, and had condi- 
tionally determined to install the same, although these facts 
were not mentioned at the hearing ; that the directors ex- 
pected that through the approval by the Board of the full 
amount of bonds named in the petition the company would 
be free from debt and might incur a new debt for the pur- 
pose of making said extensions ; that said extensions had 
become necessary to properly supply the public ; that the 
cost of the same would be about $4,000 ; and that it was 
inexpedient in paying therefor to increase the floating debt, 
remaining on account of the failure of the Board to approve 
the full amount of bonds named in the company's petition. 
The following was therefore adopted : — 

On the petition of the Lee Electric Company, pursuant to the 
provisions of chapter 450 of the Acts of 1894, for the approval of 
an issue of additional capital stock of the par value of $10,000 
and of bonds to the amount of $30,000, for the purpose of enlarg- 
ing its'plant, funding its floating debt and refunding its bonds, it 
appearing that the amount of bonds hereinafter named is reasonably 
requisite, in addition to the amount heretofore approved, for the 
purpose for which such issue of bonds is authorized, — 

Ordered^ That the Board hereby approves of an issue by the 
Lee Electric Company, at not less than par and accrued interest, 
in conformity with all the requirements of law relating thereto, of 
first mortgage bonds to an amount not exceeding $4,000, in addi- 
tion to the amount heretofore approved, payable in not exceeding 
thirty years from the date thereof, and bearing interest at a rate 
not exceeding 5 per cent, per annum ; the proceeds of said bonds 
to be applied in payment of the cost of enlarging the steam and 
electric plants at the company's station, and to no other purpose. 
(September 8.) 
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Petition op the Iowa Light, Heat and Power Company. 
Under a petition from the Iowa Light, Heat and Power 
Company for the approval of stock and bonds to the amount 
of $80,000, it appeared, after a notice and public hearing, 
that the Iowa Light, Heat and Power Company was incor- 
porated under the laws of Massachusetts ; that the plant to 
be operated was in Marion, la. ; that the value of assets, as 
determined by a personal inspection and valuation of the 
property, equals the amount of the hereinafter approved 
securities, and that the amount is reasonably requisite for 
the purpose for which it is authorized, to wit : the purchase 
of the plant, property, contracts and franchises of the 
Marion Light, Heat and Power Company, a corporation 
organized under the laws of the State of Iowa; therefore 
it was — 

Ordered J That the Board hereby approves an issue of first mort- 
gage bonds by the Iowa Light, Heat and Power Company, to an 
amount not to exceed $30,000, with interest at a rate not to exceed 
5 per cent, per annum, and capital stock to the amount of 300 
shares, of the par value of $100 each, subject to the provisions of 
all laws of the Commonwealth applicable to such issues ; the pro- 
ceeds thereof, or so much as may be necessary, to be applied to the 
following purpose, and no other, to wit : the purchase, free and 
clear of all encumbrances, of all the property, real and personal, 
business, rights, credits, franchises, contracts, leases and effects, 
of every name, nature and description, now belonging to the 
Marion Light, Heat and Power Company, together with all the 
additions and improvements made to or in said property, situated 
in the town of Marion, la. (August 7.) 

Petition of the Attleborough Steam and Electric 

Company. 

This was an application by the Attleborough Steam and 
Electric Company of Attleborough for the approval of an 
issue of additional capital stock of the par value of $10,000. 

It appeared at the hearing that the company desired to 
issue this stock for the purpose of enlarging its steam and 
electric plant, that the changes proposed were needed to 
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meet the demands of the public, and that the cost of the 
same would probably exceed the proceeds of the stock named 
in the petition. The following was therefore adopted : — 

On the petition of the Attleborough Steam and Electric Com- 
pany, pursuant to chapter 450 of the Acts of 1894, for the approval 
of an issue of additional capital stock of the par value of $10,000, 
for the object named in said petition, after public notice and hear- 
ing, it being deemed by the Board that an issue of capital stock 
to the amount hereinafter named is reasonably requisite for the 
purpose for which said issue is authorized, it is — 

Ordered, That the Board hereby approves of the issue by the 
Attleborough Steam and Electric Company of 100 shares of new 
capital stock, of the par value of 8100 each, in conformity with all 
the requirements of law relating thereto; the proceeds of said 
stock to be applied in payment of the cost of future additions to 
the steam and electric plant at the company's station ; and, for 
the purpose of determining the price or rate at which the said 
shares shall be offered proportionately to the stockholders of said 
corporation, pursuant to chapter 472 of the Acts of 1894, it is 
further — 

Ordered and determined by the Board, taking into account pre- 
vious sales and other pertinent conditions, that the market value 
thereof for the purpose aforesaid be Oxed at $100 per share ; and 
if any shares shall remain unsubscribed for by the stockholders 
entitled to take them under the provisions of said chapter, it is 
further — 

Ordered, That all such shares shall be offered for sale at some 
suitable place in the city of Boston, and that notice of the time 
and place of such sale shall be published in the ^^ Boston Daily 
Advertiser," the "Boston Daily Globe" and the "Boston Daily 
Journal," newspapers published in the city of Boston. (Sep- 
tember 7.) 

Petition of the Malden Electric Company. 

This was an application by the Maiden Electric Company 
for the approval of an issue of new capital stock of the par 
value of $25,000, a part of the proceeds to be used in pay- 
ing floating debt and a part for cost of new construction. 

The company had outstanding capital stock of the par 
value of $175,000, bonds to the amount of $100,000, long- 
time notes for $86,000, and other notes for about $40,000. 
The floating debt was incurred on account of improve- 
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ments and additions to the plant ; but, as the work appeared 
to have been necessary to maintain a proper relation between 
the plant and the liabilities, the Board was unable to ap- 
prove the conversion of any portion of this debt into stock. 
The company desired to expend for other additions needed 
to properly supply the public demand about $20,000, which 
in the opinion of the Board ought not to be provided out of 
income. The following was therefore adopted : — 

On the petition of the Maiden Electric Company, pursuant to 
chapter 450 of the Acts of 1894, for the approval of an issue of 
additional capital stock of the par value of 825,000, after public 
notice and hearing, it appearing that the amount of stock herein- 
after approved is reasonably requisite for the purpose for which 
such issue of stock is authorized, — 

Ordered^ That the Board hereby approves of the issue by the 
Maiden Electric Company, in conformity with all the requirements 
of law relating thereto, of 200 shares of new capital stock, of the 
par value of Si 00 each ; the proceeds thereof to be applied to the 
payment of obligations now or hereafter incurred for additions to 
plant made since the thirtieth day of June, A.D. 1S99, and to no 
other purpose; and, for the purpose of determining the price 
or rate at which the said shares shall be offered proportionately 
to the stockholders of said corporation, pursuant to chapter 472 
of the Acts of 1S94, it is further — 

Ordered and determined by the Board, taking into account 
previous sales and other pertinent conditions, that the market 
value thereof for the purpose aforesaid be fixed at $110 a share ; 
and, if any shares shall remain unsubscribed for by the stockhold- 
ers entitled to take them under the provisions of said chapter, it 
is further — 

Ordered^ That all such shares shall be offered for sale in the 
city of Boston, and that notice of the time and place of such sale 
shall be published in the ^'Boston Daily Advertiser," the ^^ Bos- 
ton Daily Globe " and the ^* Boston Daily Journal," newspapers 
published in the city of Boston. (October 13.) 

Petition of the Boston Electric Light Company. 

The Boston Electric Light Company applied for the ap- 
proval of an issue of 5,000 shares of new capital stock, for 
the purpose of paying indebtedness then or thereafter to be 
incurred for new construction. 
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It appeared, after public hearing and an examination by 
the Board, that, in addition to the amounts realized from 
capital stock heretofore approved, the petitioner had ex- 
pended or desired to expend in the near future for new con- 
struction about $1,500,000; that its floating debt already 
incurred on this account somewhat exceeded $1,000,000. 
The following was therefore adopted : — 

On the petition of the Boston Electric Light Company, pur- 
suant to chapter 450 of the Acts of 1894, for the approval of an 
issue of additional capital stock of the par value of $500,000, for 
the purpose named in the order following, after public notice and 
hearing, it being deemed by the Board that the issue of said capital 
stock to the amount hereinafter named is reasonably requisite for 
the purpose for which said issue is authorized, it is — 

Ordered, That the Board hereby approves of the issue by the 
Boston Electric Light Company, in conformity with all the require- 
ments of law relating thereto, of 5,000 shares of new capital stock, 
of the par value of $100 each ; the proceeds of said stock to be 
applied to the payment of obligations now or hereafter incurred 
on account of additions and extensions of the company's plant, 
and to no other purpose ; and, for the purpose of determining the 
price or rate at which the said shares shall be offered proportion- 
ately to the stockholders of said corporation, pursuant to chapter 
472 of the Acts of 1894, it is further— 

Ordered and determined by the Board, taking into account pre- 
vious sales and other pertinent conditions, that the market value 
thereof for the purpose aforesaid be fixed at $150 a share ; and 
if any shares shall remain unsubscribed for by the stockholders 
entitled to take them under the provisions of said chapter, it is 
further — 

Ordered, That all such shares shall be offered for sale in the 
city of Boston, and that notice of the time and place of such sale 
shall be published in the '^ Boston Daily Advertiser," the '^ Boston 
Daily Globe" and the "Boston Daily Journal," newspapers pub- 
lished in the city of Boston. (October 13.) 

Petition of the Edison Electric Illuminating Com- 
pany OF Boston. 
This was an application by the Edison Electric Illuminat- 
ing Company of Boston for the approval of an issue of new 
capital stock sufficient to realize the sum of $750,000. 
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After bearing upon the petition and examination by tbe 
Board, it appeared that it was the intention of the company 
to expend in the near future, in additions and improvements 
upon its Atlantic Avenue property, the sum of $750,000, 
and in other additions to its plant the sum of $300,000 ; and 
that such extensions and expenditure would be reasonably 
necessary to supply the public demand. The following was 
therefore adopted : — 

On the petition of the Edison Electric lUamlnating Company of 
Boston, pursuant to chapter 450 of the Acts of 1894, for the ap- 
proval of an issue of additional capital stock sufficient in amount 
to realize the sum of $750,000, for the object named in said peti- 
tion, after public notice and hearing, it appearing that such amount 
as is hereinafter approved is reasonably requisite for the purpose 
for which such issue of stock is authorized, — 

Orderedj That the Board hereby approves of the issue by the 
Edison Electric Illuminating Company of Boston, in conformity 
with all the requirements of law relating thereto, of 4,000 shares 
of additional capital stock, of the par value of $100 each ; the pro- 
ceeds thereof to be applied in payment of the cost of additions 
and improvements to the company's property bounding on Atlantic 
Avenue in the city of Boston, and to no other purpose ; and, for 
the purpose of determining the price or rate at which the said 
shares shall be offered proportionately to the stockholders of said 
corporation, pursuant to chapter 472 of the Acts of 1894, it is 
further — 

Ordered and determined by the Board, taking into account pre- 
vious sales and other pertinent conditions, that the market value 
thereof for the purpose aforesaid be fixed at $175 a share; and, 
if any shares shall remain unsubscribed for by the stockholders 
entitled to take them under the provisions of said chapter, it is 
further — 

Ordered^ That all such shares shall be offered for sale in the 
city of Boston, and that notice of the time and place of such sale 
shall be published in the ^^ Boston Daily Advertiser," the ^^ Boston 
Daily Journal " and the " Boston Daily Globe," newspapers pub- 
lished in the city of Boston. (October 25.) 

Petition of the Haverhill Electric Company. 
This was a petition by the Haverhill Electric Company 
for the approval of an issue of new capital stock of the par 
Talue of $42,500. 
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Iq December, 1888, the Haverhill Electric Company suc- 
ceeded to the property and business of the Essex Electric 
Light and Power Company, a corporation organized under 
the laws of Maine in 1883. It is thus virtually one of the 
oldest companies in the State, and, in common with all those 
organized at about that time, has experienced the full effect of 
the extraordinary depreciation in such properties due to the 
progress of the art of electric lighting. Although its affairs 
appear to have been prudently managed, without any water- 
ing of its stock, it has not yet been able to fully recover 
from this depreciation, and for the present is compelled to a 
conservative course respecting the issue of additional capital 
stock. 

It appeared from the testimony at the hearing and the sub* 
sequent examination by the Board that it was the intention 
of the company to expend in the near future about $55,000 
for additions and extensions of its plant. When this work 
is completed and the amount of stock named in the order 
following has been issued, the plant will probably be a 
full equivalent for the stock. The following was therefore 
adopted : — 

On the petition of the Haverhill Electric Company, parsaant to 
the provisions of chapter 450 of the Acts of 1894, for the approval 
of an issue of additional capital stock of the par value of $42,500, 
for the object named in said application, after public notice and 
hearing, it being deemed by the Board that an issue of capital 
stock to the amount hereinafter named is reasonably requisite for 
the purpose for which said issue is authorized as hereinafter speci- 
fied, it is — 

Ordered, That the Board hereby approves of the issue by the 
Haverhill Electric Company, in conformity with all the require- 
ments of law relating thereto, of 255 shares of new capital stock, 
of the par value of $100 each ; the proceeds thereof to be applied 
to the cost of extensions and additions to the plant, not including 
those now under contract nor those in process of construction at 
the company's station in Haverhill, and to no other purpose ; and^ 
for the purpose of determining the price or rate at which the said 
shares shall be offered proportionately to the stockholders of said 
corporation, pursuant to chapter 472 of the Acts of 1894, it is 
further — 

Ordered and determined by the Board, taking into account pre- 
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yioas sales and other pertinent conditions, that the market value 
thereof for the purpose aforesaid be fixed at $110 a share ; and, if 
any shares shall remain unsubscribed for by the stockholders en- 
titled to take them under the provisions of said chapter, it is 
further — 

Ordered^ That all such shares shall be offered for sale at some 
suitable place in the city of Boston, and that notice of the time 
and place of such, sale shall be published in the '^ Haverhill 
Gazette," a newspaper published in the city of Haverhill, and in 
the " Boston Daily Advertiser" and the " Boston Daily Herald," 
newspapers published in the city of Boston. (November 2.) 

Violations of Law. 

The Board has ordered notices to the Attorney-General, 
as required by the statute, of violations of law by the fol- 
lowing companies : — 

By the Ayer Light, Heat and Power Company, the Med- 
way Electric Light and Power Company, The Pittsfield 
Coal Gas Company, the Suburban Light and Power Com- 
pany of Boston and the Weymouth Light and Power Com- 
pany, in neglecting to make their annual returns to the Board 
within the time required by law. 

The attention of the Attorney-General was called to the 
fact that the Clinton Gas Light Company and the Milford 
Electric Light and Power Company appear to be within the 
provisions of chapter 476 of the Acts of 1894, through their 
relations to the Light, Heat and Power Corporation, incor- 
porated under the laws of West Virginia. The chapter 
cited is as follows : — 

Section 1. If a foreign corporation which owns or controls a 
majority of the capital stock of a domestic street railway, gas 
light or electric light corporation, shall hereafter issue stock, 
bonds or other evidences of indebtedness, based upon or secured 
by the property, franchise or stock of such domestic corporation, 
unless such issue is authorized by the law of this Commonwealth, 
the supreme judicial court, sitting in equity, may in its discretion 
dissolve such domestic corporation. Nothing contained in this 
act shall be construed as affecting the right of corporations, the 
officers and agents thereof, to issue bonds and stocks in fulfilment 
of contracts now existing. 

Section 2. It shall be the duty of the attorney-general, when- 
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ever he is satiBfied that sach issue has been made, to institute 
proceedings in said court for the dissolution of such domestic 
corporation and the proper disposition of its assets. 

The Light, Heat and Power Corporation was organized 
<< for the purpose of manufacturing, selling and purchasing 
machinery and appliances ; building, equipping, leasing and 
selling water, light, power and heat plants and pipe lines 
and furnishing machinery and appliances to be used in 
connection therewith ; and maintaining and operating such 
plants." Although the authority so to do is not partic- 
ularly mentioned in its charter, its only business has been 
the purchasing of the securities and managing the affairs 
of gas and electric lighting companies in this and other 
States. Some time in November or December, 1898, the 
Light, Heat and Power Corporation purchased all or nearly 
all of the stock of the Clinton company, and issued in pay- 
ment for a greater part of the same the unsecured debent- 
ures of the Light, Heat and Power Corporation, convertible 
after a definite period into stock of the West Virginia com- 
pany. These debentures were received and accepted by the 
stockholders of the Clinton company in payment for their 
stock ; the balance of the purchase price was paid in cash 
raised by issuing the stock of the Light, Heat and Power 
Corporation. About sixty per cent, of the entire stock of 
the Clinton company has been transferred on its books to 
the West Virginia company, and the remaining certificates 
have passed by delivery with endorsements in blank. 

Either in November or December, 1898, the entire stock 
and bonds of the Milford Electric Light and Power Com- 
pany were purchased by the Light, Heat and Power Corpo- 
ration for cash to the holders thereof, which cash was raised 
by issuing the stock of the West Virginia company. Cer- 
tificates for all the stock of the Milford company, with the 
possible exception of a nominal amount held by the directors 
individually, have been issued to the Light, Heat and Power 
Corporation. The companies contended at the hearing before 
the Board that they were not amenable to the chapter cited, 
because the stocks of the subordinate companies were not 
in any way held as collateral for the stocks or debentures of 
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a foreign corporation, and because the holders of said foreign 
stock or debentures had no specific lien of any kind upon 
the domestic stocks ; that the stocks or debentures of the 
foreign corporation were, therefore, not << based upon "or 
*^ secured by "the stock of the domestic corporations. 

The Board believes that the phrases *« based upon" or 
** secured by," as used in the statute, are not strictly synony- 
mous, but that th^ former is intended to add something 
which the other does not include. The foreign securities 
are to be either ** based upon " or ** secured by " the domes- 
tic. The Board believes that the expression ** based upon'' 
is to be taken in its popular and common meaning as usually 
understood by those accustomed to deal in securities, and 
that stocks and debentures are << based upon " other stocks 
when the latter in any way or to any extent support them. 
It is a matter of common knowledge that stocks and debent- 
ures are frequently issued against other stocks without cre- 
ating a lien upon any specific portion of them, this being the 
way in which large trusts are frequently contrived. The 
phrase *' based upon" is of broader significance, and cannot 
be controlled by ** secured by," which follows it. It shows 
the intention of the statute to be broad and comprehensive, 
and the same intent is shown by the comprehensive phrase 
<* evidences of indebtedness " which precedes it. 

Municipal Ownership. 

Official reports relative to action about a municipal gas or 
electric lighting plant have been received from 189 towns 
and cities. This number includes those in which the popu- 
lation exceeds 1,500, and in which no municipal plant exists. 
Of these municipalities, 181 have taken no action during the 
year. 

The towns of Rockport and Swampscott have considered 
the subject for the first time. 

On June 1 the town of Westfield began to operate the gas 
and electric light plants formerly owned by the Westfield 
Gas Light Company. 

Pages 37-41 contain a tabular statement intended to show 
briefly all action within the State in respect to the municipal 
ownership of gas or electric light plants prior to 1899. The 
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pages following contain carefully prepared abstracts from the 
reports of town officers, showing the history of this move- 
ment daring the last calendar year. Later, on pages 55-69, 
inclusive, appear the financial and physical data compiled 
from the annual returns for the year ending June 30, 1809, 
and from correspondence with the managers of the plants. 
In Appendix B will be found, under date of June 30, 1899, 
the separate balance sheets, profit and l(^s and manufactur- 
ing accounts from the annual returns of the different munici- 



The following explanation of these financial statements, 
from the last annual report of the Board, is inserted here to 
aid in their examination : — 

In these balance sheets the various plant assets represent the 
actual expenditure for these items, less depreciation charges ; and 
the item of ^' cash or town treasury " includes the cash in the 
hands of the manager and the available unexpended balance of 
all appropriations, — that is to say, all appropriations, when they 
become subject to drafts by the manager, are treated as cash. 
Under the title of '' appropriations and overdrafts " are included 
all those amounts which have been raised by direct taxation upon 
the estates in the town for new construction since the inception of 
the enterprise. When, as has frequently been done, the appro- 
priation has by its terms been applicable either to construction or 
maintenance, at the option of the management, only the amount 
actually expended for new construction and charged to the con- 
struction accounts has been treated as an appropriation for con- 
struction. While such appropriations are not strictly liabilities, 
in the ordinary acceptation of the term, they belong in any 
proper system of accounting upon the same side of the ledger as 
bonds and notes outstanding, and in the returns are for conven- 
ience grouped with them under the same designation. The item 
of ^'depreciation'' in the profit and loss accounts represents a 
charge of ^ve per cent, upon the cost of the plant as shown by the 
accounts, except in certain cases where the local management have 
thought it advisable to make a larger charge. Five per cent, has 
been the rate usually adopted, because that is the rate mentioned 
in the municipal ownership act. 
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At the annual meeting in the town of Belmont^ on March 
6, 1899, the sum of $2,000 was appropriated for the exten- 
sion of the electric light plant, the same to be included in 
the general tax levy. 

In the city of Beverly the order favorable to a municipal 
electric lighting plant, which was recommended by the com- 
mittee on fuel and street lights in 1898 and referred to the 
city council of 1899, was by the council referred to the joint 
standing committee on fuel and street lights, who later in 
the year reported recommending a contract with the home 
company, which was later approved and executed by the 
city. 

In the town of Braintree^ on July 7, it was voted to ap- 
propriate the sum of $23,000 to enlarge the electric light 
plant; and the town treasurer was authorized <*to issue the 
notes of the town for the aggregate sum of $23,000, for the 
purpose of enlarging and increasing the town electric light- 
ing plant ; said notes to bear interest at the rate of not ex- 
ceeding i\ per cent, per annum, and payable on September 
1 of each year, as follows, viz. : in the year 1900, $1,000; 
1901, $500; 1902-1904, $1,500 in each year; 1905-1909, 
$3,400 in each year." And the selectmen were instructed 
•* to raise by taxation each year as named above a sum suffi- 
cient to pay each note as it falls due, together with the 
amount of accrued interest on each year remaining unpaid." 
On September 27 it was voted **to appropriate the sum of 
$3,000 to increase the electric light plant ; " and to provide 
for the same the treasurer was authorized •* to issue a note 
or notes of the town for the sum of $3,000, . . . said note 
or notes to bear interest at a rate not exceeding ^\ per cent, 
per annum, and to be payable Sept. 1, 1910." And the 
selectmen were instructed to raise by taxation each year a 
sum sufficient to pay the interest as it falls due, and in the 
year 1910 a sum sufficient to pay the note or notes then 
maturing. 

The city of Chicopee has appropriated during the year $500 
for extending the arc light system and $200 for extension of 
the incandescent system. 

In the town of Concord bonds were issued August 1 to 
the amount of $35,000 for the construction of the municipal 
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electric lighting. plant. The proceeds of the sale, including 
premium received, amounted to $40,806.50 ; the amount 
expended for construction to December 1 was $25,749.05. 
The plant is not yet ready to supply lights. 

The town of Danvers^ on April 20, at an adjournment 
of the annual meeting, voted to appropriate <*a sum not 
exceeding $2,070.72 for the purpose of increasing the ca- 
pacity of the electric light plant, including arc light and 
incandescent extensions specified, and making such exten- 
sions this year as may be necessary to meet the demand for 
incandescent light, and $1,929.2$ for construction during 
1898." The treasurer was authorized **to issue bonds to 
the amount of $4,000, to be dated April 1, 1899, and to be 
payable in thirty years, but redeemable any time after five 
years from the date of issue, and to bear interest at a rate 
not to exceed 4 per cent, per annum, payable semi-annually." 
It was also voted ^^ to establish a sinking fund for the above 
loan, and contribute to said sinking fund the premium, if 
any, received from the sale of the above authorized bonds ; 
and to further contribute thereto from year to year an amount 
sufficient to meet the requirements of law." The premium, 
$703.40, received from the sale of $5,500 electric light 
bonds, was appropriated for the electric loan sinking fund. 

In the town of Dedham the investigating committee ap- 
pointed in 1897 submitted, on April 10, a printed report, 
containing the following conclusions and recommendations ; 
that ** after careful consideration of the financial aspects of 
the cost in the municipalities of this State which have pur- 
chased existing plants and of the probabilities as to the likely 
cost or purchase price that will have to be paid by the town 
for the Dedham Electric Light Company's plant, your com- 
mittee has come to the conclusion that it will cost the town 
more for electric lighting to purchase the present plant and 
run it than to purchase its light from the Dedham Electric 
Light Company at proper prices ; and therefore it is inad- 
visable for the town at present to take steps looking to the 
purchase of such plant." The committee recommended a 
contract with the company changed in certain respects from 
that then in force. At a meeting on April 17, following 
a further report from this committee, the town authorized a 
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ten-year contract with the company, which has since been 
executed. 

In the city of Fall River ^ on December 4, the common 
council adopted the following : — 

Ordered^ That it is expedient for the city of Fall River to 
exercise the authority conferred by section 1, chapter 370 of the 
Acts of the year 1891, entitled ''An Act to enable cities and 
towns to manufacture and distribute gas and electricity," and the 
provisions of said section are hereby accepted ; and it is further 
Ordered^ That, under the limitation of said act and acts in amend- 
ment thereof and in addition thereto, the city council hereby de- 
cides that the city will construct, purchase, lease or establish one 
or more plants for the manufacture and distribution of gas for 
furnishing light, heat and power for municipal use, and for the 
use of such of its inhabitants as may pay for the same ; and it is 
further Ordered^ That, immediately upon the passage of this order, 
the mayor shall make written request upon the Fall River Gas 
Works Company, a corporation owning a gas plant in this city, to 
make and file with the city clerk, within thirty days, a detailed 
statement of all the property and plant of said company then 
existing which said company may propose to sell to the city, if 
any, with the terms of sale proposed therefor, in case the city 
shall complete its decision to establish such plant or plants under 
the authority conferred in section 1, chapter 370 of the Acts of 
the year 1891. 

In the board of aldermen this order was referred to the 
city solicitor, to report as to whether or not it was in proper 
form. On December 18 an opinion was received by the 
aldermen from the city solicitor, and the subject was referred 
by both branches, in concurrence, to the city government 
of 1900. 

In the city of Holj/oke 9 on April 18, the board of aldermen 
received the following communication, and it was voted to 
give the committee a hearing at the next regular meeting : — 

To the Board of Aldermen. 

Gentlemen : — At a meeting of the Manufacturers' Association, 
held April 8, the following vote was passed unanimously : " Voted^ 
That in the present financial situation it would be disadvantageous 
to the city of Holyoke to now acquire the gas and electric plants 
of the Holyoke Water Power Company," and the Manufacturers' 
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Association recommends that the board of aldermen postpone the 
taking of these plants for a period of five years at least, and that 
it will make a contract with the Holyoke Water Power Company 
on the best possible terms. Voted^ That a committee of three be 
appointed by the chairman to confer with the board of aldermen, 
stating the position of the Manuf ucturers' Association to the city 
now acquiring the plants. 

At the meeting of the aldermen on May 2 this committee 
appeared and were heard in favor of postponing the acquir- 
ing of said plants. The party appearing in opposition to 
the postponement raised the question as to whether or not 
such postponement could be legally had. At the close of 
the hearing the following order was adopted (11 yeas, 9 
nays, with one member absent) : — 

Ordered^ That the committee on municipal lighting be and they 
are hereby ordered and instructed to confer with the city solicitor, 
and, acting on his advice, to make some arrangement if possible 
with the Holyoke Water Power Company to defer the taking of 
the gas and electric lighting plants of said company for a period 
of five years, provided the rights of the city are fully protected in 
the matter. Ordered^ further^ That the said committee be and they 
are hereby empowered, in case said matter is deferred, to make a 
contract with the Holyoke Water Power Company for furnishing 
gas and electric lights and power to the city of Holyoke for a term 
of five years. 

On May 16 the committee on municipal lighting made the 
following report, which, after considerable discussion, was 
accepted by the board : — 

The committee on municipal lighting, to whom was referred the 
matter of postponing the taking of the gas and electric plants of 
the Holyoke Water Power Company, have considered the same, 
and report that, according to the advice of the city solicitor, it 
will not be possible to postpone the taking of the gas and electric 
plants for a period of five years. The committee have met with 
the ofiScials of the Holyoke Water Power Company, and have 
received a proposition from them. The committee cannot recom- 
mend that any of the offers of the company be accepted in the 
form in which they have been presented; but your committee 
would recommend that the following proposition be sent to said 
company, to be entered into by said company and the city of 
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Holyoke, subject to consent given or ratification thereof by the 
Legislature of the State. 

First. That all the expenses of the city incurred in contesting 
this case to date be paid by the Holyoke Water Power Company. 

Second. A fifteen-year contract be made for public lighting, 
at the following rates : — 

275 to 800 lights, 1,200 candle-power, each . . . $85 00 
800 to 400 lights, 1,200 candle-power, each . . . 88 88^ 
Over 400 lights, 1.200 candle-power, each . . . 75 00 
Mast arm lights no additional charge. 
Electricity for commercial uses 10 per cent, less than 
present prices. 

The present price of gas to be $1.25 net per 1,000 feet. Said 
price of gas to be reduced from time to time, as said company is 
able. In addition thereto, the company to pay the city a sum 
equal to 2 per cent, of the gross annual income of the company 
derived from its gas and electric business. 

After the expiration of each successive five years from the date 
of the contract the city may demand and have a submission to 
arbitration for reducing the price below that fixed in the contract, 
in case the cost of manufacture or distribution should be reduced 
by new discoveries, or inventions, or progress in the art in suc- 
cessful commercial operation. 

The electrical output of the company is to be measured. 

It is understood that the price of commercial lighting is to be 
the same as offered to the business men's association, and the 
power furnished to the city to be 10 per cent, below the present 
price. The commercial prices for gas and electricity mentioned 
above to be maximum prices not fixed for the entire term. The 
company to have the right to maintain and use overhead system. 

It was also voted (13 yeas, 5 nays, 3 absent) to adopt 
the following : — 

Ordered^ That the committee on municipal lighting be and they 
are hereby authorized and instructed to offer the terms proposed 
in their report to the Holyoke Water Power Company, and, in 
case said terms are accepted, the board of public works and mayor 
are hereby authorized to enter into a contract with the Holyoke 
Water Power Company on the said terms, and to petition the 
Legislature of the State for permission to make said contract 
binding, and for a discontinuance of said suit. The terms of said 
contract to be approved by the city solicitor. ^^ , 
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In the town of Hudson ^ on January 6, it was voted, 
unanimously, ^^ that it is the sense of this meeting that we 
do request the Gas and Electric Light Commissioners to 
give their consent, in accordance with section 10, chapter 
370 of the Acts of 1891, to sell electricity for commercial 
and domestic lighting for the present price, which is 20 
cents per kilowatt hour." At the annual meeting, on 
March 6, $2,000 was appropriated for new construction. 

The town of Hull^ at the annual town meeting, on 
March 6, 1899, appropriated $1,500 for new construction 
for the electric lighting plant. 

In the town of Lexington^ on September 18, a committee 
of five was appointed •• to investigate into the purchase of 
the property of the Lexington Gas Light Company, and to 
determine whether in their judgment the idea is feasible and 
of benefit to the town of Lexington." This committee re- 
ported at a meeting on November 7 that it was their unani- 
mous opinion that <Mt is only expedient for the town to 
exercise its right to purchase the property of the Lexington 
Gas Light Company, as provided in section 1, chapter 370 
of the Acts of 1891, provided said property can be obtained 
at a proper price; in determining which, due allowance 
should be made for the sum necessary to bring the plant up 
to a proper standard of construction and efficiency." The 
committee recommended << that, in case of action by the 
town in the first instance favorable to acquiring the property 
in question, a thorough inspection be made by experts, who 
shall submit a written report upon its condition, with their 
findings as to its market value, such report to be printed, and 
a copy sent to each registered voter at least ten days before 
the date of the town meeting called to take final action in 
the premises." Upon consideration of this report a motion 
that the town << should own its own gas and electric light 
plant" was rejected, and a motion <<that the matter be 
indefinitely postponed " was adopted. 

The town of Middleborough^ in addition to the appropri- 
ations for lines and maintenance, appropriated $700 for new 
construction upon the lighting plant. 

The town of Needham^ in addition to appropriations for 
maintenance, appropriated $800 for extension of electric 
street lines. rc^r>.n\o 
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In the town of North AttZeboTOugh^ on March 18> it was 
voted to appropriate the sum of $13,900, " to make, under 
the direction of the municipal light board, such extensions 
to the electric light plant as may be necessary." The treas- 
urer was authorized to borrow, ** when so directed by the 
board of selectmen, the sum of $13,900, appropriated at 
this meeting to make additions to the town's municipal elec- 
tric lighting plant, giving therefor note or notes of the town 
• • . bearing interest at a rate not exceeding 4 per cent, 
per annum, payable semi-annually • • • such note or notes 
shall be made payable in such annual proportional payments 
as will extinguish the same within twenty years from date of 
their delivery." Twenty notes for the above amount in the 
sum of $695 each were issued and sold ; the first maturing 
July 1, 1900, and one each succeeding year to 1919. The 
amount received by the town treasurer for these notes was 
$14,044.56. 

The town of Peabodj/y in addition to appropriations for 
note payments and sinking fund, appropriated $700 for new 
incandescent electric light construction. 

In addition to the appropriations for interest and mainten- 
ance, the town of Reading^ at the annual meeting, appro- 
priated the sum of $900 for new construction and extensions 
of the municipal light and power plant. 

At a town meeting in Revere^ on Jan. 20, 1899, the town 
solicitor was directed ^* to prepare an article to be inserted 
in the town warrant for the March meeting for action by the 
town that will enable the town, consistent with the laws of 
the Commonwealth, to establish and maintain a town plant 
for the manufacture and distribution of fuel and fuel gas." 
It was also voted ** that this town urgently protest against 
the issuance of stock by the Winnisimmet Gas Company, in 
view of the proposed establishment of the municipal gas 
plant." A committee was instructed to appear before the 
Gas and Electric Light Commissioners to represent this 
view, and the board of selectmen were requested to withdraw 
the franchise already given to the above-named company. 
On January 16 the committee appointed in 1898 ** to con- 
sider the advisability of the town building its own line o 
gas pipes for supplying gas to the town and its inhabitants " 
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made its report. The committee was continued ^* to carry 
out its provisions and the votes of the town heretofore passed 
in relation to the subject matter.^' At a meeting on May 
15, under an article in the warrant << to see if the town will 
vote that it is expedient to exercise the authority conferred 
upon it by section 1 of chapter 370 of the Act of the Legis- 
lature for the year 1891, and acts in addition thereto and 
amendatory thereof, to construct, purchase, lease or estab- 
lish and maintain within its limits a plant or plants for the 
manufacture and distribution of gas for furnishing light and 
heat for municipal and other lawful uses and raise and appro- 
priate any sum of money or pass any other vote necessary 
thereto, it was voted that a ballot be taken on the following 
motion: <<that the town of Severe establish a municipal 
light plant for furnishing the inhabitants with gas for fuel, 
illuminating and other lawful purposes, and in accordance 
with the provisions of chapter 370 of the Acts of 1891, and 
acts in addition thereto and amendatory thereof." The 
whole number of votes cast was 133, of which 130 were yes 
and 3 no. At a meeting on September 11 it was voted 
<* that the town of Revere establish a municipal lighting 
plant for furnishing the inhabitants with gas for fuel, illumi- 
nating and other lawful purposes, in accordance with the 
provisions of chapter 370 of the Acts of 1891 and acts in 
addition thereto and amendatory thereof, and as passed May 
15, 1899." The whole number of votes cast was 130, of 
which 121 were yes and 9 no. 

In the town of Hockport^ at the annual town meeting, on 
March 6, a committee was chosen << to investigate the sub- 
ject of street lighting, with a view of establishing a plant 
for electric lighting in this town." This committee reported 
at a special meeting, on April 29. The committee recom- 
mended ** that the town adopt the provisions of chapter 370 
of the Acts of the Legislature for the year 1891, and pro- 
ceed to erect a plant for the manufacture and distribution of 
electricity for furnishing light for municipal purposes and for 
the use of such of its inhabitants as may require and pay 
for the same." Upon the adoption of this recommendation 
the vote was 74 in favor, 63 against ; and the motion was 
declared lost, less than two-thirds having voted in the 
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afBrmative. On July 1 a contract with the Gloucester Elec- 
tric Light Company for lighting the streets until March 1, 
1900, was authorized. 

The town of SwampscoU^ on March 23,i voted ** That the 
matter of article 25 of the town warrant, relating to the 
expediency of converting the pumping station of the water 
works into an electric plant for the purpose of supplying 
electricity for the use of the town and its citizens, be re- 
ferred to the street light committee (and two others), and 
that said committee report at the next annual town meet- 
ing." 

The city council of Taunton^ on March 1, acting upon a 
communication from the mayor relative to the breaking 
down of an engine at the municipal lighting station, and 
recommending the adoption of an order for the purchase 
of a new one, passed the following : — 

Ordered^ That, for the constructioD purposes of the municipal 
lighting department, the purchase of a new engine, constructing 
foundation for the same and other necessary expenses connected 
therewith, the sum of $5,000 be and the same hereby is appro- 
priated. 

To provide means for said appropriation the treasurer 
was authorized to execute and sell registered bonds for the 
sum of $5,000, to be dated Dec. 1, 1898, payable Dec. 1, 
1928, with interest at 4 per cent. To provide for the 
payment of this debt at maturity a sinking fund was estab- 
lished, and it was ordered that there be ** annually con- 
tributed thereto by taxation or otherwise a sum sufiBcient 
with its accumulations from investment to pay said debt 
when due." On the same day, on recommendation from the 
mayor, a special committee was appointed, ** to investigate 
and report the condition and needs of the municipal light- 
ing plant," This committee reported to the board of alder- 
men on March 16, recommending the adoption of an order 
appropriating $10,000, to be raised by a loan, for enlarging 
the plant. The order was referred back to the committee. 
On September 29, $2,000 was transferred from the appro- 
priation for municipal electric light maintenance to the 
appropriation for construction purposes in that department. 
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Oa December 14 the city council, acting upon a petition 
therefor and a favorable recommendation of the committee 
on street lights, instructed the manager of the municipal 
lighting plant to make such changes in the method of operat- 
ing said plant ^^ as will secure the lighting by electricity of 
all the main streets of the city through the whole night, 
instead of a part of the night, moon schedule." Pursuant 
to this vote, the running of these lights all night was at 
once begun. On December 13 the special committee, to 
whom the order relative to the appropriation of $10,000 for 
enlarging the lighting plant had been recommitted, reported 
recommending that the whole matter be referred to the next 
city government, and it was so referred. The unexpended 
balance of the appropriation for light construction was also 
carried forward to the next year. Improvements and ad- 
ditions to the plant, contemplated by the appropriation for 
$5,000, made March 1, were all completed by Jan. 1, 
1900. 

In the town of Wakefield^ on March 30, under an article 
in the warrant *' to see if the town will request the munic- 
ipal light board to pay wages at the rate of $2 per day of 
nine hours when employing common laborers, or what it 
will do about it," the subject was referred to the municipal 
light board without other action. Under an article <* to see 
if the town will vote to increase its electric arc lighting 
capacity and discontinue the oil lights, or what it will do 
about it," the subject matter of the article was indefinitely 
postponed. Under an article ** to see if the town will ap- 
propriate the sum of $3,700 to increase its electric arc light- 
ing capacity, or what it will do about it," it was voted to 
indefinitely postpone action. Under an article in the war- 
rant ^* to see if the town will vote to request the municipal 
light board to reduce the price of gas 10 cents per 1,000 
feet, if allowed to do so by the State Board of Gas Commis- 
sioners, or what it will do about it," it was voted ** that the 
town request the municipal light board to reduce the price 
of gas 10 cents per 1,000 feet, if allowed to do so by the 
State Board of Gas Commissioners." * It was also voted to 
appropriate for the municipal light general expenses the 

* For action upon this request see page 12 of this report. 
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income from the plant only, and for the extension of electric 
lines $1,000. At a town meeting, on November 27, under 
an article << to see if the town will vote to light New Salem 
Street with incandescent lights and appropriate money there- 
for, or what it will do about it," it was voted to refer the 
subject matter to the next annual town meeting. 

In the town of Warren the warrant for the meeting held 
on June 3 contained the following article: <*To see if the 
town will vote that it is expedient to exercise the authority 
conferred in section 1 of chapter 370 of the Acts of 1891, 
providing for the purchase, construction, leasing or estab- 
lishing of gas or electricity for municipal use, and for the 
use of such of its inhabitants as may require and pay for the 
same." It was voted to lay this article upon the table. 

In the town of Wellesley^ on January 12, a committee 
was appointed to consider ** in all its details the expediency 
of the town owning and operating its own electric lighting 
plant." At the annual meeting this committee reported that 
for the present at least the town should continue to purchase 
the electric current of the Natick Gas and Electric Light 
Company, in accordance with the terms of the contract of 
Nov. 30, 1895 ; but that the committee ** is not entirely 
confident that the company • . . will fulfil all its promises 
and agreements; we therefore recommend that the com- 
mittee be continued with power to act in its original ca- 
pacity, and to report further at another town meeting." No 
further report has been made by this committee. 

The town of Westfield^ on January 17, appropriated the 
sum of $2,000 *' to defray the expenses of the proceeding in 
court and before the commission, appointed by the court, 
in the matter of the purchase by the town of the plants of 
the Westfield Gas Light Company ; " and a committee of 
five was authorized •* to conduct the case of the town before 
the commission." On April 25 the commissioners filed their 
report and award, based upon and in harmony with a writ- 
ten agreement between the company and the town by its 
committee filed with the commissioners. By this award it 
was provided that the town should enter into possession and 
full management of the gas and electric light plants of the 
company on June 1, 1899, and should pay therefor the 
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sam of $147,500, and, in addition the market value of 
the supplies on hand. This award was approved by the 
court on April 25. At a town meeting, on May 11, the 
following votes were passed : *• That the sum of $150,000 be 
appropriated to pay for the gas and electric light plants, and 
that the same be paid from the income from the author- 
ized sale of bonds and any other funds which may be or 
come into the treasury and not otherwise appropriated." 
<* That, for the purpose of paying the amount awarded by 
the commissioners in the matter of the petition of. the West- 
field Gas Light Company v. the inhabitants of the town of 
Westfield, as confirmed by the supreme judicial court, April 
25, 1899, the town treasurer be and hereby is authorized and 
instructed to borrow the sum of $120,000, and issue there- 
for negotiable bonds to the said amount, signed by the 
treasurer and countersigned by the board of selectmen, 
denominated on the face thereof ^ Westfield gas and electric 
light bonds,' dated June 1, 1899, payable in annual propor- 
tionate payments in not exceeding thirty years from said 
date, to wit, $4,000 annually from said date, at a rate- of 
interest not exceeding 4 per cent, per annum, payable semi- 
annually, in denominations of $1,000 or multiples of $1,000 ; 
and that said treasurer may sell such bonds at public or pri- 
vate sale or pledge the same for not less than par value 
thereof for money borrowed for the purposes aforesaid in 
his discretion.'' '« That the town appropriate the sum of 
$16,000 for the gross expenses of running the gas and elec- 
tric light plant and conducting the business of supplying 
gas and electric light and fixed charges, including interest on 
bonds, and that the same be paid from the receipts of said 
plant." The bonds authorized were issued bearing interest 
at 3^ per cent., and were sold at a premium of $4,558.80. 
The balance of the appropriation was paid from accumula- 
tions in the treasury, the results of taxation, grade crossings 
and other receipts for a series of years. The town took 
possession of the plant on June 1, and has since that date 
been engaged in the supply of gas and electric light. 

The town of West Springfield^ on April 3, voted, yes 
475, no 142, upon the following: <<Is it expedient for the 
town to construct, purchase or establish and maintain within 
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its limits one or more plants for the manufacture and distri- 
bution of gas or electricity for furnishing light for municipal 
use and for the use of such of its inhabitants as may require 
and pay for the same, and for such other purposes as are 
allowed by law in accordance with the provisions of chapter 
370 of the Acts of the year 1891, and amendments thereto." 

Municipal Statistics. 
The following table contains the names of the municipali- 
ties operating lighting plants on June 30, 1899 ; the popula- 
tion of each, according to the census of 1895 ; the kind of 
supply and the year when the same was begun ; the amount 
invested in the plant since the inception of the enterprise, 
including that raised by loans and by direct taxation ; the 
total valuation of all estates in town for the year of the 
return, and the amount per thousand raised by taxation. 
The towns of Belmont, Hingham, Needham and Wellesley 
have only distributing plants, and buy their electricity, the 
first named from the Somerville Electric Light Company, 
the second from the Weymouth Light and Power Com- 
pany, and the other two from the Natick Gas and Electric 
Company. The town of Westfield began to supply on 
June 1. 
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GAS AND ELECTRIC LIGHT. 



[Jan. 



In the following data the financial operations of all the 
municipal plants in the State are combined from the items 
relating to the manufacture and sale of gas and electricity in 
the returns of the last two years : — 

Elegtricity. 



Tkas kndino Jdkb 80. 



ISOS. 



1S09. 



Receipts : — 
From sale of commercial arc li^bts, . 

sale of commercial incandescent lights, 
sale of domestic incandescent lights, 
sale of electric power, 

rent of meters, 

other sources, ..... 



EXPBNSBS: — 

Coal 

Oil and waste, .... 

Water 

Wages at station. 
Repairs of real estate, • 
Repairs of steam plant, 
Repairs of electric plant, . 
Station tools and appliances. 
Wages for care of lights, etc., . 
Repairs of lines and lamps, 

Carbons, 

Incandescent lamps, . 

Globes, 

Distribation tools and appliances. 
General salaries, . .' . 
Committee expenses, . 
General office expenses, 

Rents, 

Insurance,, 

Law expenses, .... 

Claims, 

Bad debts, 

Incidentals, 



Leaving a loss in operating accoant of 

To which is to be added the following items : — 
Interest on notes and bonds, .... 

Depreciation 

Losses on jobbing, 



$7,672 87 

69.740 22 

16,R18 41 

3,148 04 

1,183 98 

m 07 



$88,181 69 

$46,810 74 

2.470 45 

1,395 41 

32,962 03 

671 14 

6,068 67 

1,728 86 

355 63 

12.992 96 

13,057 26 

3,575 09 

1,758 06 

532 07 

4,891 13 

13,886 63 

116 42 

2,452 93 

369 00 

6,011 49 

42 00 

100 00 

286 30 

1,001 93 



$7,263 68 

59,764 89 

24.177 82 

1,258 32 

1,664 15 

1,166 97 



$95,284 83 

$50,174 71 

2,667 67 

1.484 05 

33,495 20 

978 50 

4,501 01 

2,393 02 

768 72 

12.900 57 

19,939 78 

3,974 42 

2,261 80 

624 25 

2,032 93 

13,972 54 

290 12 

2,901 29 

243 00 

6,756 84 

46 33 

65 54 
8,254 66 



$150,636 20 
162,364 61 



.33,147 98 

64,2H2 56 

156 46 



$164,726 95 
$69,442 12 



33.087 46 

44,693 94 

133 86 



Leaving, as the expenditure for town and city lighting, 



$149,941 61 



$147,357 38 
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Gas. 



Tbar BMDnfO Jdmb 80. 



1899. 



Bbceiptb : — 

For gas sold by meter, 

From sales of coke, 

sales of tar, 

other soaroes 

Total 

EZPBNBBB : — 

Coal 

Oasoil, 

Water, 

Wages at works, 

Repairs and maintenance of works 

Tools, apparatus and macbinerj, .... 
Wages of meter takers, clerical labor in distribution 

department, 

Repairs, renewals and maintenance of mains and 

services, 

Repairs and renewals of meters 

General salaries 

Committee expenses, 

Gteneral office expenses 

Insurance, 

Bad debts, 

Incidentals, 

Totol, 

Leaving an apparent profit on their gas business of 

Tbej have paid for interest on bonds and notes, 

depreciation, .... 

Making a total of 

Less gains on jobbing, 

From which should be deducted apparent profit on 
operations, 

Leaving a net loss of 



914,468 59 

619 21 

723 85 

8 37 



915,720 02 



93,966 21 

867 77 

17 16 

2,751 70 

496 10 

74 84 

251 00 

331 88 

108 87 

1,430 95 

19 39 

271 93 

162 38 

92 61 

253 13 



911,085 91 

94,634 11 

94.091 60 
4,354 74 



98,446 24 
279 69 



98,166 66 



4,634 11 



916,141 22 

1,078 18 

749 11 



917,968 51 



94,911 85 

741 02 

61 12 

2,431 34 

1,197 79 

107 46 

846 87 

161 38 

133 68 

1,568 89 

65 12 

357 42 

152 20 

5 60 

278 92 



912,510 66 

95,457 85 

94,349 12 
5,031 36 



99,380 48 
68 82 



99,311 66 



5.457 85 



93,532 54 



93,853 81 
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GAS AND ELECTRIC LIGHT. 



[Jan. 



Aggregates from the balance sheets in the several munici- 
pal returns of the last two years show the following facts : — 



Tear jkndino Junk 80. 



1W8. 



1890. 



Assets : ^ 
Electric : — 

Real estate, ... 
Steam plant, . 
Electric plant, • 
Electric lines, 
Other plant items, . 
Materials, 

Oas: — 

Real estate, • 

Macliinery, . 

Street mains, . 

Gas meters, . 

Materials, 
Cash (or town treasury). . 
Dae for electric light and power, 
Dae for gas, .... 
Other accounts dae. 
Sinking funds, 
Deficit, 



Liabilities: — 

Appropriations for construction, . 

for extraordinary repairs, 
for bond payments, 
for note payments, 
for slaking fUnds, 

Overdrafts, . 

Bonds outstanding, 

Notes payable, 

Unpaid bills, 

Deposits, 

Interest accrued, . 

Other amounts due, 



f 164,978 77 
176.374 69 
115,409 46 
240,219 45 
116.725 68 
19,571 63 



45,728 99 

37.878 96 

24,696 49 

3,914 55 

4,002 74 

112,664 39 

11,263 31 

1,490 67 

1.897 43 

42.356 26 

93,096 72 



9148,962 70 
185,639 34 
124,247 58 
248,320 62 
132,156 94 
20,294 30 



91.569 52 

60.978 85 

60,054 96 

8,998 12 

6,349 65 

100,674 43 

17,092 54 

2,877 16 

2.976 OS 

66,300 86 

147,776 31 



f 1,202,269 09 

f 126,646 76 

2,590 00 

62,500 00 

47.200 00 

28,601 70 

10,235 58 

767,000 00 

151,102 00 

11,061 02 

640 34 

4,691 69 



$1,416,269 96 

$173,463 21 

2.590 00 

75,000 00 

65,100 00 

47,616 10 

10,338 05 

881,000 00 

148,702 00 

14,126 67 

826 67 

6,166 28 

1,352 07 



$1,202,269 09 



$1,416,269 96 



Digitized by VjOOQ IC 



1900.] 



PUBLIC DOCUMENT — No. 35. 



59 






00 

c 
o 

• mm 

m 



9 



OS 

&• 

a 

•§ 

a 

rS 
o 



a, 

I 

.a 

09 

g 

c 

2 



? • 

S I 

^ Oi 

a ^ 

o - 

'^ CO 

S o 

08 P 
^^ 

o a 

© o 

3 'O 

« 2 

"" § 



.O OS 

SI 






^3 



ill 



'I 






i& 



II 









^1 



i 

s 

D 



ICOCOCO ICOCOCOCO l«0'>0<0 CO CO ICO 

rH iH iH tH »-H rH v^ »H rH tH tH tH tH 



O O O I o 

lO »o >o »o 

CO cc>. CO «-i 

•"^odOQ ^*OQiO^ 00 C^ 0^ -^ »-• tH 



'§88 'gS8S ' 

r-i lOCO 00 o tN.CO 



1000409 IO40OO9O9 I040409 OO Ol I09 



lOOOlOlOOl IQOOOOIO 
OOO O OO ooooo o 

»-t»-4«-r 04 OlrH r-lrH«rHr-l Ol 



lOOuOlOiOiOl 1^000*0 10 
»0 O CO OO OOO 0» O •^ Ol -^ i-« 

rHOirH 04 rH tH »0 ^ W 



lOO^OO ItH 1^04 I |«4«0O » 00 |kO 



|»000 |0»OQO I OOO "O o I 



lOI W »H-*-*«^ 



le^rHOI lO^OOOIfH |090«0« 00 04 |00 



'ggg '88Sg '§§§ {2 g 'I 

O«0404 «-l0OO4O4 0I0«04 CO Ol 04 



(l4 



I 



s 



(l4 



I 



C4 

i 



|0«0«0« lfH0«040« |fH0909 OO 04 |0O 



a '^ 

o 



isifl 



• • • CiO 

s 

4 2 

(to . o 



isS-SJg ^ «5^'§ S 5 'S Sep 

uigiTizea oy ^ 



ioogle 



60 



GAS AND ELECTRIC LIGHT. 



[Jan. 



The following table of data from the several returns is 
descriptive of the outside construction on June 30, 1899, in 
each of the municipalities ; — 



MUNICIPALITr. 


II 

1^ 


^1 




I! 


ft 
J5 


|2 




1^ 


Belmont, • 


169,160 


657 


3 


98,382 


- 


13 


- 


- 


Braintree, . • 


810.900 


990 


88 


109,000 


- 


94 


- 


- 


Chicopee, 


295,680 


400 


- 


147,840 


- 


145 


5 


- 


Danvers, 


263,800 


550 


4 


120,000 


- 


124 


- 


- 


Hingham, 


» 598,338 


1,259 


- 


131,303 


- 


- 


*■ 


- 


Hudson, 


145,568 


447 


7 


59,800 


- 


- 


36 


- 


Hull, . . . 


•332,310 


853 


10 


93,025 


10 


- 


2 


- 


Marblehead, . 


410,610 


913 


8 


134,000 


169 


- 


2 


- 


Middleborough, . 


190,704 


950 


- 


89,400 


- 


51 


- 


- 


Needham, 


174,000 


536 


- 


120,000 


- 


- 


- 


- 


NorthAttleborough, 


354,649 


1,252 


21 


105,900 


4 


- 


4 


- 


Peabody, 


399,415 


800 


10 


135,000 


- 


127 


56 


2 


Reading, 


261,000 


1,029 


14 


102,400 


8 


125 


- 


- 


Taunton, 


267,806 


912 


- 


111,250 


60 


219 


11 


16 


Wakefield, . 


312,149 


812 


3 


100,600 


- 


143 


2 


3 


Wellesley, . 


212,200 


815 


- 


105.875 


- 


- 


- 


- 


Westfield, . 


142,560 


448 


14 


60,720 


34 


72 


- 


- 



1 950 feet of wire in 550 feet of andergroand oondait. 
s 6,559 feet of wiie in 1,970 feet of andergroand condait. 
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The following table shows the kind and amount of fael 
and number of carbons used during the year ending June 
30, 1899, as shown by the several returns : — 



MUNICTPALITT. 


1 


|l 


li 


Belmont, 


. 


i_ 


- 


1.800 


Braintree, .... 








979.0 


- 


35,000 


Chicopee, .... 








978.0 


- 


70.000 


Danvers, .... 








610.0 


210.0 


30,000 


HiDgham, .... 








i_ 


- 


- 


Hudson, .... 








424.2 


- 


896 


Hull, 








478.1 


370.8 


38 


Marblehead, 








877.0 


12.0 


34,980 


Middleborough, . 








183.6 


- 


11,938 


Needham, . 








i_ 


- 


- 


North Attleborough, . 








687.0 


- 


176 


Peabody, 








1,250.6 


- 


65,000 


Reading, 








628.0 


28.0 


35,300 


Taunton, 








1,780.0 


- 


100.000 


Wakefield, . 








829.0 


44.6 


49,986 


Wellesley, . 








i« 


- 


- 


Westfield,« . . 








•18.0 


- 


2,594 



1 Carrent bought. > Month of June only. * Also 19.5 tons coke. 
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The following table shows the number of street lights of 
each candle-power installed on June 30, 1899 ; also the 
average number in use throughout the year, and the average 
days and hours the same were burned in the municipalities 
named : — 



MUNICIPALITY. 



No. of 
Public 
Lamps. 



Nominal 
Candle- 
power. 



Average 

Dally 
Number. 



No. of 

Ilonrs per 

NiKht. 



No. of 

Night! per 

Month. 



Belmont, 

Braintree, 

Chicopee, 
DanverSf 
Hingbam, 

HadaoD, 

Hall, . 



Marblehead, 



Middleborongh, . 

Needbam, . 
North Attleboroagh, 

Peabodj, 

Beading, 
Taunton, 
Wakefield, . 



Wellesley, 
We8tfield,« 



148 


26 


12 


1,200 


112 


24 


94 


1,200 


145 


1,200 


123 


1,200 


392 


32 


25 


2,000 


108 


25 


381 


25 


8 


30 


10 


16 


41 


25 


166 


» 1.600 


160 


25 


27 


1,200 { 


414 


25 * 


588 


32 


12 


32 
50 


4 


181 


1,200 


128 


1,200 


208 


1,200 


145 


1,200 


«535 


25 


18 


16 


7 


25 


89 


2,000 



146 

12 

111 

94 

143 

123 

379 

25 

106 

214 

8 

10 

41 

154 

152 

15 

13 

380 

588 

15 

178 
128 
206 
145 
635 

18 
7 

89 



5.5 

7.7 

8.7 
6.9 
5.2 

4.8 

4.7 



8.6 



4.4 

8.0 
4.9 
4.3 

10.2 

5.3 

6.9 

4.7 

»6.0 

•12.8 

5.5 



22.4 

24.8 

28.8 
24.6 
25.0 

28.7 

24.6 

29.0 

24.1 

24.1 
24.3 
24.2 

30.4 

24.1 
25.9 
24.2 
26.5 
30.4 

30.0 



1 Reported to vary from 1,200 to 2,000; asramed to aTcrage 1,600. 
s Including 20 paid for by street railway. 

* Data lupplied by company ; no record kept by town. 

* Operated for one month only. 

The following table is intended to show the cost per lamp 
per year of the street electric lights in the several municipal- 
ities, based upon the items shown and upon the average 
daily number of lights used during the year, as given in the 
preceding table. The net loss in operating is the difference 
between the operating expenses and the income from com- 
mercial and domestic lighting; interest is computed upon 
the total investment at the beginning of the year at the rate 
paid upon the bonds or notes, and depreciation at five per 
cent, upon the cost as shown by the books. 
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The towns of Middleborough, Wakefield and Westfield 
operate gas plants, the first since Oct. 31, 1893, the second 
since Aug. 7, 1894, and the last since June 1, 1899. 

The plant at Middleborough makes oil gas, those at Wake- 
field and Westfield coal gas. 

During the year 1899 examinations by the State inspector 
for candle-power and purity were made twice in each town. 
None of the impurities prohibited by statute were found at 
any time ; the average candle-power in Middleborough was 
27.5; in Wakefield, 19.4; and in Westfield, 19.3. 

The average price received in Middleborough for gas sold 
in the year ending June 30, 1899, was $2.61 per thousand ; 
in Wakefield, $1.75 ; and in Westfield, $1.81. The cost of 
gas during the same period, computed by the method ap- 
plied to the cost of electric lighting in the table on page 67, 
was, in Middleborough, $4.32; in Wakefield, $2.11; in 
Westfield, $1.71. Gas was used for street lighting in West- 
field, but paid for by the town, under a contract of $300 
per year. 

The following table exhibits other data of interest con- 
cerning these plants and their operations : — 



For Tear ending June 30j 1899. 



Middle- 
borough. 



Wakefield. 



Westfield. 1 



Dailj capacity of works (feet), 

Greatest output (feet), 

Date of same, 

Least output (feet) 

Date of same, 

Gas made (feet), year ending June 30, 1899, 

Gas made (feet), year ending June 30, 1898, 

Gas sold by meter (feet), year- ending June 30, 
1899, 

Gas sold by meter (feet), year ending June 30, 
1898 

Gas used at worlcs and offices (feet) , year end- 
ing June 30, 1899, 

Gas unaccounted for (feet), year ending June 
80, 1899 

Percentage unaccounted for, 1899, . 

Percentage unaccounted for, 1898, . 

Total sales of ^s, 1898-99 (feet), . 

Increase over 1897-98 (per cent.), • 

Gas sold per mile of main (feet). 

Gas unaccounted for per mile of main (feet). 



10,000 

8,000 

Dec. 24 

2,000 

June 25 

1,604,695 

1,657,465 

1,188,000 

1,334,000 



817,746 

21.12 

19.46 

1,188,000 

•10.94 

464,041 

121,439 



76,000 

33.600 

Dec. 20 

7,600 

Aug. 21 

7.712,000 

7,318,000 

6,689,600 

6,239,800 

166,700 

882,700 

11.46 

12.85 

6,689,600 

7.21 

663,828 

86,273 



86,000 

37,000 

June 21 

19,000 

June 19 

786,300 



736,600 



7,000 

70,700 
8.99 

735,600 



^ Data in thia column are for month of June only. 



* Decrease. 
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For Tear ending June SO, 1899 


— CoDcladed. 






Wakefield. 


Weatflald.1 


Nnmber of consumers per mile of 

main, 

Gas sold per consumer (feet). 
Gas sold per meter light (ftet) , . 

Gas materials ased, • • | 
Fuel used, .... 


45.1 

10,068 
1,680 

Naphtha, 11,633 

OU, 9,441 gal- 
lons; coal, 80.8 
tons. 


32.6 

20,029 

3.779 

Gas coal, 810 

tons; f^aa 

oil. 590 

gallons. 


57.8 

1,166 

264 

fGas coal, 

. 72 tons; 

coke, 34 

I tons. 

(Oil, 284 
( gallons. 



Street Mains. — Lengthy in Feet^ of Each Sixe^ June 30^ 1899. 



One inch, 




920 




One and one-qnarter inch, . 




60 


400 


207 


One and one-half inch, . 




600 


— 


• 


Two-inch, 






310 


4,393 


8,685 


Three-inch, . 






12,955 


13,881 


31.636 


Four-inch, 






- 


20,812 


12,765 


Six-inch. 






. 


11,116 


2.903 


Eight-inch. . 






- 


2,500 


2,073 


Totel length, . . 






13,815 


54,022 


58,169 


Length in miles and feet | ^*^'' ; 


2 
3,256 


10 
1,222 


11 
89 


Increase during the year. 


- 


8.626 


" 



M^ers. — Number of Eachy June 30^ 1899. 



Two-lighr, 


. 


47 


3 


Three-light, . . 
Five-light, . . 






89 


207 


533 






11 


62 


64 


Ten-ligbt, 






11 


13 


16 


Twenty-light, . 






3 


5 


8 


Thirty-light, . 






2 


3 


4 


Forty-flve-light, . 






•m 


1 


2 


Fifty-light, . . 






1 


4 


2 


Sixty-light, . 






- 


- 


3 


Eighty-light, . 






- 


1 


2 


One hundred and fifty-light, 




1 


1 


— 


Total number in use June 30. 1898, 


118 


334 


637 


lacrease during year, . 


•7 


41 


" 



I Data in this coliunn are for month of June only. 
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Accidents. 

The Board has received notice of one hundred and two 
different instances of escaping gas, causing the death of 
sixty-five persons and injury to sixty-nine others. 

Of the fatal cases, twenty-four were clearly cases of 
suicide; of the sixty-nine non-fatal, five were evidently 
with suicidal intent. 

More than seventy-eight per cent, of the fatal cases oc- 
curred in Boston. The following list shows the places where 
the fatal accidents occurred and the number of persons 
killed : Boston, fifty-one ; Lowell, five ; Fall River, three ; 
and one each in Charlestown, Haverhill, Springfield, Lynn, 
Worcester and South Framingham. Two lives were lost in 
each of four of the above instances. 

Of the non-fatal instances, forty-four occurred in Boston, 
five in Lowell, three in Worcester, two each in Fall River, 
Springfield, Cambridge, Everett, Lynn, Haverhill, and Ames- 
bury, and one each in Salem, Lawrence and Peabody. 

There were six fatal accidents from electricity, two in 
Boston and one each in Somerville, Springfield, Charlestown 
and Watertown ; and eleven non- fatal accidents, of which 
seven occurred in Boston and one each in Cambridge, 
Dalton, Maiden and Salem. 

Following is a summary of each case brought to the 
notice of the Board : — 

Fatal Accidents from Gas. 

On the evening of January 2, at Fall River, Joseph 
Rochon, about thirty years old, was found dead in his room 
in the house No. 192 Bank Street. A strong odor of gas 
was noticed and an investigation led to his discovery. Gas 
was escaping from a partially open jet. It is not known 
whether it was intentional or accidental. The man had 
evidently been drinking. 

On the morning of January 3, Osborne Hall, a merchant, 
seventy years of age, was found dead in his room at the 
Waverley House, Charlestown. He was in bed, the door 
was fastened on the inside and the room was filled with gas, 
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which was escaping from the burner tip and from the tube 
leading to a gas stove, which had been disconnected and 
carried over near his face. It was assumed to be a case of 
suicide. 

About 5 o'clock p.m., January 12, Horace B. Fuller, aged 
fifty-eight years, a commission merchant, was found dead in 
his bed in his room at 27 Pinckney Street, Boston. The 
room was full of illuminating gas escaping from an old- 
fashioned burner; the door was not fastened. There was 
some reason to believe that his mind had lately been un- 
balanced. 

On January 15, Bessie Loudon, aged eighteen years, a 
domestic employed at 59 Allen Street, Boston, was found 
unconscious in the kitchen. The room appeared to be full 
of illuminating gas which had escaped from an open burner. 
She was entirely unfamiliar with its use, and is supposed to 
have blown it out after it had been lighted by some member 
of the family. She died while being removed to the General 
Hospital. 

On the morning of January 16, the attention of the em- 
ployees of the Hotel Piscopo, 32 Fleet Slreet, Boston, was 
attracted to a room occupied by two Italians who had arrived 
from'^raintree the 'night previous. On opening the door, 
Antonio Bubete, thirty-five years old, and Guissippe Pas- 
quale, forty-five years old, were found dead in the room, 
which was full of illuminating gas which had escaped from 
an open burner. It is supposed, as the window was broken, 
that Pasquale awoke and tried to escape, but fell unconscious 
before accomplishing his object. It was quite clearly a case 
of accident. 

About 9 o'clock on the morning of January 19, John 
Hayes was found dead in bed at his lodgings, 630 Shaw- 
mut Avenue, Boston. The two-burner fixture suspended 
from the ceiling was torn away from its position, and gas 
was freely escaping from the open pipe. It was reported 
that he had been drinking immoderately for several days. 

At noon, on February 2, George H. Hart of Chicago^ 
aged thirty years, was found unconscious in bed at his board- 
ing-house on Hancock Street, Boston. The key of the gas 
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fixture was partly turned and the room full of gas. He was 
taken to the General Hospital, where he died on the 4th 
of the -month, without having regained consciousness. Ap- 
parently a case of accident. 

Between the hours of 9 and 10 o'clock on the morning of 
February 5, Mrs. Sarah A. Morse, aged seventy-two years, 
residing at 18 Webster Street, Haverhill, was found dead in 
bed from inhaling illuminating gas. She left a note stating 
that she was tired of life. 

^ At 2.15 o'clock on the morning of February 6, Nathaniel 
McCarty, about fifty years of age, was found dead on the 
floor at the foot of the bed in his room at 148 Shawmut 
Avenue, Boston. The air seemed to be strongly charged 
with illuminating gas, escaping from the gas heater, in which 
both keys were open. The tip at the bracket burner had 
a light burning full. There was some evidence that the 
case was suicidal. The man is said to have been partially 
demented. 

At about half-past 5 o'clock on the morning of February 
14, a member of the family living at 19 Gray Street, Boston, 
on awakening foutid a marked odor of illuminating gas gen- 
erally distributed through the house, all the residents of 
which were very much afiected. In a bedroom in the third 
story the dead body of Alonzo B. Danforth, a young man 
twenty-nine years old, was found in bed undressed and in 
the attitude of sleep. Investigation revealed the fact that 
gas from a leaky street main had permeated through the 
ground and into the house. 

At 7.45 on the morning of February 14, the dead body 
of Mary Sherman, a housemaid, twenty-one years old, was 
found in her room at 6 Parsons Street, Brighton. Gas 
was escaping through the burner of a bracket fixture 
whose key was fully open. The body lay on the floor un- 
dressed, wearing only night clothing. She had been ill 
with an attack of grip, and it seemed probable that she 
had gone to the gas jet some time in the night to light 
it, and, having been taken suddenly ill, was unable to do so. 

At 7.40 o'clock on the morning of February 17, the dead 
body of Samuel M. Wright was found in the toilet room in 
the basement of No. 21 Columbia Street, Boston. An at- 
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tempt had been made to stop the holes and cracks in the 
door and walls. The air of the apartment was fully charged 
with gas, which was freely escaping from the single bracket 
burner through its open key. These facts indicated a sui* 
cidal intent. 

At 11.50 o'clock on the morning of February 20, Laura 
McPherson, twenty-four years old, was found dying in her 
room at 168 Northampton Street, Boston. The air was 
fully charged with illuminating gas, which was escaping 
from a leak in the tubing leading to the gas stove from a 
fixture, the key of which was wide open. She was lying 
on the outside of her bed, clothed in wrapper and under- 
garments. She died in a few moments after she* was found. 

At 4.45 o'clock in the afternoon of Saturday, February 25, 
George B. Merrill, fifty-four years old, was found in an un- 
conscious condition on the floor of the bath-room in his ten- 
ement, 604 East Fifth Street, Boston. The air was fully 
charged with gas, which was still escaping from the bracket 
fixture under full pressure. Although medical aid was ' 
promptly secured, he died in twenty minutes after he was 
found. He had long sufiered from mental depression, and 
had threatened to commit suicide. 

At 8.30 on the morning of March 3, the odor of illumi- 
nating gas was noticed in the entry way of the dwelling-house 
No. 6 Hersey Place, Boston. On investigation, it was found 
that the dead body of Edward Cassidy, forty-eight years of 
age, was in his bed in his room, undressed and in the atti- 
tude of sleep. The air was saturated with gas, still escaping 
from a wide-open bracket burner. Cassidy had recently 
been drinking very immoderately. 

At 7.35 o'clock on the morning of March 3, the dead 
body of Max Libourel was found in a side room adjacent to 
his photographic studio, 24 Temple Place, Boston ; he had 
been dead several hours. Gas was escaping freely from 
an open jet at the bracket fixture. An attempt had been 
made to stop the cracks and crevices in the room and door. 
He had been mentally depressed for a long time, in conse- 
quence of lack of patronage and limited resources, and his 
death by suicide was no surprise to those who knew him. 

At half-past 1 o'clock on the afternoon of March 5, Ernest 
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Rigneault, fifty-nine years old, was foaod in his room at 5 
Shawmut Street, Boston, unconscious, and gas was escaping 
from a wide-open burner. The man was removed to the City 
Hospital, where he died on the 8th of the same month. He 
had shown signs of mental depression for some time. 

At 10 o'clock on the morning of March 10, the dead body 
of John L. Breck, an artist, aged about thirty-five years, 
was found in a guest room at the St. Botolph Club, 2 New- 
bury Street, Boston ; the body was undressed and in the 
attitude of sleep. There was in the room an ordinary wall 
gas bracket, and close by it a short pipe, two inches long, 
to which a rubber tube might be attached for a table lamp or 
stove ; the stop-cock of this short pipe was turned on, show- 
ing that in turning the key of the bracket to extinguish the 
light Mr. Breck had probably allowed his hand to rub against 
the other key, and thus unconsciously turned on the gas. 

At 2 o'clock on the morning of March 17, Mrs. Mathilde 
Kluge, sixty-four years old, was found dead at the house 
of her son, 639 Tremont Street, Boston. She was seated 
in a chair under a drop-light gas fixture, the key of which 
was wide open and to the tip of which a rubber tube was 
adjusted, the free end lying in her lap ; three other keys of 
the gas fixture were also fully opened. A partial attempt 
had been made to close the crevices around the door of the 
room. She had for three years suflfered from melancholia, 
and twice previously had tried to take her life. 

At half-past 4 o'clock on Wednesday, March 22, John M, 
Dacey, fifty years old, was found dead in a bedroom at the 
Hotel Harrison, 79 Harrison Avenue, Boston, where he had 
been lodging during the previous week; the gas was still 
escaping through the wide-open bracket burner. But little 
information could be obtained about it. 

About 10.30 A.M., March 23, E. W. Hall, thirty-five 
years old, was found dead in a room at 21 Staniford Street, 
Boston, with gas turned on full. He had hired this room 
on the 21st of the same month, and resided at 26 Ashley 
Street, Jamaica Plain. A short time before, he had handed 
his landlady a sealed envelope with instructions to open it in 
the morning, which she did ; having scanned the document, 
she rushed with all speed to Hall's room; it was locked, 
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and gas filled the hallway. Calling several male lodgers, 
they broke in the door; on the bed, dressed in street attire, 
was Hall, dead. Two burners were wide open, and cracks 
about the door and window through which gas might escape 
was tightly stuffed with paper. 

On the morning of March 27, Ambrose H. Gardner, aged 
fifty-four years, was found dead at his residence, 54 Church 
Street, Springfield. A rubber tube was attached to the gas 
burner overhead, and the free end was placed in his mouth, 
tied with a string around his head to keep it there. He had 
been out of work for some time, and was very despondent. 

On the morning of March 30, Moore Simpson, aged 
twenty-five, a resident of Mt. Pleasant, Nova Scotia, was 
found unconscious in his room at the Falmouth House, 
on Causeway Street, Boston. He had arrived from Nova 
Scotia on the previous day. Gas was escaping freely from 
the open burner. He was removed to the General Hospital, 
where he died the following day without regaining con- 
sciousness. He was probably unfamiliar with the use of 
gas, and on retiring blew it out. 

On April 4, at 1 o'clock p.m., Emil Walton, a native of 
Newburypoil;, about thirty-five years old, was found dead 
on the bed in his room in the Spring Street House, on 
Spring Street, Lynn. It was undoubtedly a case of sui- 
cide, as the doors and windows were all fastened, the cap 
removed from the gas burner and the valve turned wide 
open. 

On the morning of April 17, Susan M. Coleman, aged 
seventy-six, residing at 10 Oxford Street, Worcester, was 
found dead in her room at about 7 o'clock. It was prob- 
ably an accident, as she had been subject to fainting 
spells, and the burned match found near the gas jet seemed 
to show that she was attacked by one while endeavoring to 
liglit the gas. 

At Fall River, on the morning of April 19, Zennon Pelle- 
tier and Michael H. Thibeault were found asphyxiated in 
their room in a boarding-house kept by Isaie Lafleur at 1236 
Pleasant Street. It appeared upon investigation that Pelle- 
tier retired to his room early on the previous evening ; later, 
Thibeault came in, somewhat intoxicated, and was shown to 
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the room which he shared with Pelletier ; the gas was lighted 
for him, and the door, which had a spring lock, was closed. 
When found, Pelletier was in one bed, Thibeault lay on the 
other, partly undressed ; the gas was escaping through the 
burner, which was wide open. Apparently Thibeault had 
.either blown out the gas or turned it on again after extin- 
guishing the light. 

About 8 o'clock, on the morning of April 20, a man who 
gave the name of James Brogan, and said he was from 
Boston, was found in a dying condition in his room at the 
St. Charles Hotel, Lowell. The gas was turned on, and 
there were no evidences in the room of an attempt at suicide. 
A physician was called, but the man lived only a few moments, 
dying before the doctor reached him. 

About 9 o'clock, on the morning of April 23, the dead 
body of Arthur G. Smith, thirty-one years old, was found 
in bed in his room at 50 Waltham Street, Boston. The 
gas was escaping through a wide-open key of the bracket 
burner. Letters in the room clearly indicated that it was a 
case of suicide. 

About 7 o'clock, on the morning of May 2, Charles F. 
Luther, aged seventy-one years, an inmate of the Home for 
Aged Men, was found dead in his bed at the above-named 
home, Boston. Gas was escaping through a wide-open 
burner of a bracket fixture. The man's room-mate was 
unconscious, but was soon restored ; he was unable to give 
an intelligible account of the afiair, and there was no evidence 
that it was other than a case of accident. 

On May 16, a man registered at the Hotel Berwick, 20 
Causeway Street, Boston, as Mr. Peterson. He was as- 
signed a room ; nothing more was heard from him until 
about 11 o'clock in the forenoon of the 17th, when he was 
found unconscious on the bed ; the room seemed full of gas, 
which was escaping from a burner with the stop-cock partly 
open ; the window was open several inches. A physician was 
called and attended him, but he died at 4.30 p.m. on the 
18th. Further investigation went to show that his name 
was Michael Nealon, a resident of Somerville ; that he had 
recently been discharged from the public institution at Deer 
Island, and had previously been drinking to excess. 
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At 8.30 o'clock, on the rooming of May 22, the dead 
bodies of William T. W. Ball, sixty-five years old, and his 
wife Catherine, seventy-two years old, were found in their 
apartments at 12 Ackron Street, Roxbury; the gas was 
escaping ander full pressure from all the fixtures, all the 
keys being open. Letters were found, in the handwriting 
of Mr. Ball, setting forth the fact that the gas was admitted 
to the room intentionally by him for the purpose of suicide. 

At 10.45, on the morning of May 27, the dead body of 
James H. Allen, a man about forty-five years old, was found 
in his bed in his room at 203 West Newton Street, Boston. 
He was last seen alive the evening before. Crevices around 
the door of the room were stopped with newspaper, and the 
gas was escaping through the two wide-open keys of the 
bracket burner. Letters found in the room contained the 
free avowal that he intended to destroy his life. 

At 8.45, on the morning of June 7, Myrtie Sylvester was 
found dead in her room at 2 Boylston Place, Boston, lying 
on the outside of the bed. The gas was escaping under full 
pressure from the three tips of the chandelier above her 
.head. A letter in her handwriting expressed full avowal 
of the act as one of suicide. 

On the afternoon of June 26, Charles H* Hooper, aged 
sixty-three, was found asphyxiated by gas at his place of 
business, 8 Milk Street, Boston. Appearances indicated 
that death was accidental. 

At 6 o'clock P.M., June 28, George Robinson, about fifty- 
five years old, was found dead in his room at 24 East Can- 
ton Street, Boston, the gas. escaping from a wide-open tip 
of a bracket burner. He had been drinking immoderately. 

About 10.30 A.M., June 29, Herbert F. Dickey, living at 
1 Bradford Street, Boston, was found dead in his room. 
Four stop-cocks of the gas fixtures were wide open, indi- 
cating a case of suicide. He had been much depressed by 
business reverses and domestic troubles. 

At half-past 9 o'clock, on the morning of Tuesday, July 
25, Leopold Laquette, about fifty years old, was found dead 
in his room at 42 Bennett Street, Boston. He was seated in 
a chair and facing a bracket burner, from the tip of which 
depended a rubber tube with the free end in his lap. An 
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attempt had been made to close the crevices in the room 
with clothes. The facts indicated suicide. 

Henry C. Cockerille of Lowell, aged fifty-four, on August 
9, went to 210 School Street, that city, to stay with a rela- 
tive ; went to bed at the usual time, and was found dead in 
bed at 7 p.m., Augubt 10. An unlighted gas jet was on full 
force. The room was small and the windows were closed; 
there was no evidence of suicide. The man had no gas in 
his own house, and his widow said he was unaccustomed to 
the use of it. 

About 6 o'clock, on the morning of August 11, the dead 
body of Charles Silva, a young man about twenty years old, 
was found in bed in his room at 67 Waverly Street, Bos- 
ton. He was last seen alive the previous evening. The 
body lay in bed in the attitude of sleep. The air of the 
room was saturated with gas, which was escaping through a 
partly open key of the bracket burner. Indications showed 
that the case was accidental. 

Viclav J. Mikulas, thirty-seven years of age, residing in 
block No. 7, Merrimac Street, Lowell, was found in bed at 
10 A.M., August 17, with a rubber gas tube in his mouth, 
the other end of it being attached to a gas jet, and with the 
gas turned on. He also had a pillow wrapped about his 
head. When found he was alive, but died a few moments 
later; clearly suicidal. 

A man about thirty years old, and who registered as John 
Turi of Montana, at the Crawford House, Boston, on the 
evening of August 26, was found dead in his room, about 2 
o'clock the following morning, lying on the floor near the 
bed. The gas was escaping from an open burner. It was 
thought that he must have blown the light out on retiring. 

Mrs. Florence J. Morrissey, twenty-seven years old, was 
found dead in her room. No. 559 Bennington Street, East 
Boston, at about 6.30 p.m., on September 16, with the gas 
escaping from an open burner. She had shut all the doors 
and windows, indicating a case of suicide. She had been in 
poor health for a long time, %nd the act was attributed to 
this fact. 

On September 28, Ora M. Douglass was found dead in 
his bed at Hotel Gladstone, Dudley Street, Dorchester, the 
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doors and windows being closed and the gas jet turned on 
full force ; thought to be a case of suicide. 

Daniel J. Dacey, aged twenty-nine years, was found dead 
on his bed, on the morning of September 30, at 785 East 
Fourth Street, South Boston, dressed as he bad gone to 
his room at 9 p.m. the night before, except his coat, vest 
and collar ; the door was closed, the window was open at 
the top, and the wind was blowing into the room, and the 
gas jet was turned full on. Mr. Dacey was an epileptic, 
and it is presumed that thinking a fit was coming on he lay 
down on the bed after attempting to shut off the gas. There 
seemed no special reason why he should attempt suicide. 

On the afternoon of October 4, Mary Kennedy, aged 
thirty-two, repaired to her lodgings, 6 Hersey Place, Boston, 
stopped all cracks about door and windows, turned on the 
gas and laid down upon the bed, where she was found dead 
at 5.30 P.M. of the same day. 

About 8 o'clock, on the morning of October 22, the dead 
body of Robert Pleasant, a colored man forty-two years old, 
employed as stable attendant at 72 Gardner Street, Brighton, 
was found in a room in the stable where he was employed. 
Above the cot where he lay was a bracket burner with two 
tips, at one of which there was a low light, while at the other 
gas was escaping through the partially opened key. The 
attendant circumstances indicated that it was a case of acci- 
dent. 

At 8.15 o'clock, on the morning of October 22, the dead 
body of John E. Geany was found in the bath-room of his 
residence at 88 P Street, South Boston, with gas escaping 
from the open end of a rubber tube adjusted to the tip of 
the bracket burner. Appearances indicated that it was a 
case of suicide. 

About 2 o'clock, on the afternoon of October 24, the dead 
body of Leonard C. Gatcomb, forty-five years old, was 
found in bed in his room at 456 Shawmut Avenue, Boston ; 
the gas was turned on full. A letter in the handwriting of 
the deceased stated that it was a case of suicide. 

About 3 o'clock, on the afternoon of October 28, Stanley 
D. Kelley of Apohagin, N. B., was found dead in his bed at 
the Franklin House, Lowell. There was no evidence of any 
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suicidal intent. It is probable that he blew the gas out, as 
the gas was found turned fully on. 

At 7.20 o'clock, on the morning of November 1, the dead 
body of Barbara Gahm was found in the bed in her room at 
4 Buckley Avenue, Boston, with gas escaping from a partly 
opened bracket burner. She had arrived from Germany but 
a few weeks previous, and was visiting her sister ; was un- 
accustomed to the use of gas ; and all the facts in the case 
indicated that death was the result of an accident. 

About noon of November 4, Chester P. Brown of Rutland, 
Vt., was found dead in bed at Kendall Hotel, South Fram- 
ingham, with the gas turned on from one of the burners of 
the chandelier, which was arranged for both gas and elec- 
tricity. Apparently, in turning off the electric light he 
made a mistake and turned on the gas, afterwards turning 
off the electric without shutting off the gas. 

At 9 o'clock, on the morning of November 10, at 111 
Winthrop Street, Roxbury, were found the dead bodies of 
Mrs. Jane E. Sennott, aged sixty-five, and her sister, Miss 
Elizabeth Sarsfield, aged seventy-two. Both women were 
in bed in the attitude of sleep. When found the air of the 
room was fully charged with illuminating gas still escaping 
from an unlighted but widely opened gas cooking-stove. A 
gas burner in an adjoining room showed a low light. It 
was evidently a case of accident. 

About 9 o'clock p.m., on November 29, Robert Bird, 
thirty-nine years old, living at 62 West Cedar Street, 
Boston, was found dead in a trench, on Cambridge Street, 
Brighton, where he was working as a laborer laying pipe 
near the gas house. The air of the trench was largely 
charged with illuminating gas, by which the man had appar- 
ently been overcome. 

Miss Daisy Welch, aged eighteen years, was found dead 
in bed on the morning of December 1, at the home of her 
cousin, Mrs. William H. Courser, 103 Powell Street, Lowell. 
She was on a visit from Port Neff, Province of Quebec, 
Canada. She was not used to gas, and it was thought that 
when she retired the night before she did not turn it fully 
off, for it was found about one-quarter on in the morning. 

Joseph P. Belliveau, twenty-seven years old, was found 
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about 7 A.M., on November 30, in bed at his room, 33 
Canard Street, Boston ; he was unconscious. The gas was 
escaping from the tip of a bracket burner, the key of which 
moved easily and was about half open. He was removed to 
the City Hospital, where he died at 10.30 a.m. the following 
day. Circumstances indicated that the death was accidental. 

On December 6, Philip Murray, about sixty years of age, 
took a room at the Bay State House, Hanover Street, Bos- 
ton, registering under the name of Russell ; the next morn- 
ing he was found dead in bed. The gas was escaping from 
the burner and the stop-cock partly turned. There was 
reason to believe that a draft of air blew out the light, and 
that the death was accidental. 

About 2 o'clock, on the afternoon of December 9, Henry 
Chapman was found dead in bed in a room at 211 Pleasant 
Street, Boston ; his wife was unconscious. The air of the 
room was heavily charged with ^s, which was still escaping 
from a burner, the key of which was partly open. The 
woman was taken to the City Hospital, and when she re- 
covered consciousness stated that the gas had been turned 
off the evening before. The accident was evidently due to 
ignorance in the handling of gas-burners. 

About 8.30 o'clock, on the evening of December 11, two 
sailors took a room at the Charlesbank Hotel, corner of 
Charles and Cambridge Streets, Boston, under the names 
of John Barrett and N. Peterson. At 6 o'clock the next 
morning the hotel clerk discovered them both unconscious, 
with the gas turned on full. They were taken to the 
Massachusetts General Hospital, but Barrett died on the 
way. It was thought that the case was accidental. 

On the morning of December 12, at about 10 o'clock, 
illuminating gas was detected escaping from a room at the 
United States Hotel, Boston, occupied by Joseph Dickson. 
The room was entered and gas was found escaping from 
a bracket burner, the key of which was wide open. The 
man was found lying dead on the bed, partially dressed. 

At 6.30 A.M., on December 28, the dead body of John F. 
Sheehan was found lying on the outside of his bed in his 
room at 89 Tyler Street, Boston. The air of the room was 
charged with illuminating gas which had escaped from a 
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leak in the chandelier ; the keys of all the burners in this 
chandelier were loose. The circamstances attending the - 
case all indicated an accident. 

On the morning of December 30, Mrs. Esther M. Baker 
was found dead in her room at her home, 691 Columbia 
Road, Boston. Gas was escaping from one of the bracket 
burners, the key of which turned with difBculty. It was 
evidently a case of accident. 

Other Accidents from Gas. 

At 8.30 o'clock, on the night of January 22, George W. 
Davis, aged forty-eight, 850 Washington Street, Boston, 
was overcome by gas which escaped from a gas stove in his 
room. He was taken to the City Hospital, where he re- 
covered. 

On January 29, Mrs. Bridget Eeenan, fifty-five, and 
Mary E. Butters, fourteen years of age, were very nearly 
asphyxiated at their home, 529 East Third Street, South 
Boston, owing to a break in the gas main outside the house. 
Through the prompt action of a physician they were finally 
restored. 

Three families, living at 8 South Russell Street, Boston, 
had a narrow escape from asphyxiation on February 6. A 
leak in the gas main in the street caused the trouble. Those 
overcome were Mrs. Joseph Doran, a son aged ten, a girl of 
six, Mrs. Killduff and Mrs. William W. Moreland. 

On the afternoon of February 6, Charles A. Stone at- 
tempted to commit suicide by inhaling illuminating gas at 
his home, 22 Hollywood Street, Worcester. He was found 
lying on the bed, dressed, in an unconscious condition ; was 
removed to the City Hospital, where he recovered. 

On the morning of February 21, George H. Arnold of 72 
Wall Street, Boston, was overcome by gas while working 
over a leaking gas pipe at 68 Prince Street, Boston. When 
found he was unconscious. He was taken to the Massachu- 
setts General Hospital, where he recovered. 

On the morning of February 22, Joseph London, twenty- 
five years old, who roomed at No. 27 Boylston Place, 
Boston, was found in his room unconscious from escap- 
ing gas, which filled the room. A rubber tube connecting 

uigmzed by VjOOQIC 



1900.] PUBLIC DOCUMENT — No. 35. 83 

the gas jet and the gas stove had slipped off in the night, 
allowing the gas to fill the room. He was taken to the 
Massachusetts General Hospital. 

On March 2, R. H. Bisdell, aged twenty-five, attempted 
suicide by gas at No. 2 Myrtle Street, Boston. He was 
found in an unconscious condition and taken to the Massa- 
chusetts Genera] Hospital. He had written letters to his 
family, admitting suicidal intent. 

Daniel E. Sullivan, whose home is at 12 Montello Street, 
Boston, went to the Hotel Rossmore, at the corner of 
Atlantic Avenue and Purchase Street, on Friday afternoon, 
March 3, hired a room and registered as Fred R. Clarke of 
21 Arcadia Street ; nothing was heard of him until Saturday 
morning, when a strong smell of gas was traced to his room, 
and when the door was burst open he was found prostrated 
on the floor, unconscious and bleeding from a very bad deep 
cut one and a half inches long on the right side of his neck ; 
a knife and razor were lying by his side ; the gas was turned 
on full. He was removed to the Emergency Hospital. 

Gertrude Bugbee, aged thirty, of 64 Bartlett Street, 
Charlestown was overcome by gas at Pasedena Hotel, 64 
Merrimac Street, Boston, on the night of March 7. Instead 
of leaving the stop-cock fully closed after turning off the 
gas, she partly reversed it and then went to bed. She was 
taken to the City Hospital, where she recovered. 

Bertha Fay, fifty-five years old, residing at the Hotel 
Brookline, on St. Paul Street, Boston, was found uncon- 
scious in her room at 8.20 on the morning of March 12. 
She was taken to the City Hospital, where at 11 o'clock in 
the evening of the same day she had almost fully recovered. 
She stated that on putting out the gas on retiring she must 
have partly turned it on again unintentionally. 

Mr. A. Tumbley, thirty years old, was found in his room 
at Hotel Ludwig, 174 Hanover Street, Boston, at about 2.30 
o'clock in the afternoon of March 17, in an unconscious con- 
dition. The room was filled with gas from a wide-open 
burner. He was taken to the Massachusetts General Hos- 
pital, where his condition was found not to be serious. 

Leopold Morse and W. O. Warner, from Maine, had a 
narrow escape from asphyxiation at the McKinley House, 
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Fall River, on the night of March 23. Between 5 and 6 
o'clock in the morning Mr. Duvalley, the landlord, detected 
a strong odor of gas, which he traced to the room occu- 
pied by the above-named parties. He broke into the room 
and found the two men unconscious. The gas cock was 
found to be half open. They denied having blown out the 
gas. 

On the morning of April 28, Miss Margaret Walsh, lodg- 
ing at 32 Hancock Street, Boston, was found in an uncon- 
scious condition, with the gas turned on full. The mattress 
upon which she was sleeping was pulled against the door. 
She received prompt medical aid, and soon recovered. 

Frank M. Rowan of Boston, thirty-two years of age, was 
found unconscious in his room at the Bay State House, 
Worcester, about 9 o'clock on the morning of April 28. 
He was sent to the City Hospital, where he recovered. He 
stated that he did not turn the gas on intentionally, and 
that it must have been an accident. 

On the morning of May 1, E. Pope Barrett, a well-known 
citizen of Salem, narrowly escaped death by asphyxiation at 
his home. No. 110 Central Street. He was found in the 
bath-room at 5.30 o'clock in the morning, in an unconscious 
condition, the gas turned on but not lighted. The room 
was a small one. A physician was called, who succeeded 
in restoring him to consciousness. 

A woman was overcome by gas in a room on the third 
floor of the Franklin House, Lawrence, on the morning of 
May 16, and was removed to the St. Joseph's Hospital, 
where she recovered. Her name could not be ascertained. 

James Sullivan and William Sayers were overcome by gas 
while working on a gas main on Taylor Street, Spring- 
field, on the afternoon of May 17. They were carried to a 
house near by, two physicians were called, and they were 
soon out of danger. 

Henry Peters, aged thirty-five, living at 4 Rollins Street, 
Boston, attempted to commit suicide at that place by gas 
about noon. May 17. The door was forced open, he was 
found lying in bed unconscious, with the gas turned on ; 
window and door cracks were stopped up. A physician 
was called, who worked over him for an hour and succeeded 
in restoring him to consciousness. uigmzea oy vjv .v/p<^iv! 
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Mrs. Clement Marliave, widow of a well-known restaa- 
ranteur, was nearly asphyxiated at her home, 11 Bosworth 
Place, Boston, on the night of May 31. Her non-appear- 
ance in the morning occasioned an investigation, and, on 
knocking at her door and getting no response, the room 
was broken into and found filled with gas. She was uncon- 
scious ; a physician was called, and at the end of two and 
a half hours she was restored to consciousness. 

Mary Flaherty, who lodged at No. 4 Warrenton Street, 
Boston, came very near losing her life on the night of July 
7. She was not familiar with the use of gas, and was told 
not to touch the fixtures. Evidently she disobeyed instruc- 
tions, for she was found in the morning unconscious, with 
the gas turned on full. She was taken to the City Hospital 
in an ambulance, where she was reported recovered. 

At about 1 o'clock on the afternoon of August 2, Patrick 
Burke, a laborer in the employ of the South Boston Gtis 
Light Company, aged about thirty-six years, came near 
losing his life in a trench on Dorchester Street, opposite 
Boston Place, in which a gas pipe had broken. Contrary to 
orders, he went into the trench to cut off the supply of gas 
when he was alone ; he got the pipe partly cut through, 
when he was overcome by the escaping gas. He was dis- 
covered by two men of the Boston water department ; an 
ambulance was called, and he was sent to the City Hospital. 

On the afternoon of August 16, Thomas Connaughton, 
a workman employed in laying the pipes of the Massa- 
chusetts Pipe Line Company across the Charles River at the 
River Street bridge, Cambridge, was overcome by gas and 
fell from a scaffolding a distance of fifteen feet to the bot- 
tom of the trench. He was rescued by Julius Blocker, a 
fellow workman ; but while both men were being lifted to 
the surface in the bucket, Blocker was also overcome by 
the gas. Both men were removed to the Cambridge Hos- 
pital, and were finally resuscitated. 

On the morning of August 19, Frank Brophy, of 17 
Eggleston Street, Jamaica Plain, was overcome by escaping 
gas while at work in a man-hole of the Boston Electric Light 
Company, in front of the store of Wilson Bros., 15 Tremont 
Row, Boston. A police ambulance was summoned, and he 
was taken home, where he recovered consciousp^i^f^^j^^OQlc 
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On Sunday, August 20, Felix Marchand, who resides at 
16 Decatur Street, Lowell, the owner of a barber shop at 
13 Cabot Street, in the same city, entered his shop at about 
4 o'clock in the afternoon, intending to read for a while. All 
the windows were closed and locked, and the door was shut 
tight. It is supposed he fell asleep while reading. One of 
his relatives called for him at 9 o'clock in the evening, and 
found him unconscious. He was taken to St. Johns Hos- 
pital, and finally resuscitated. Gas was escaping from a 
leak in the gas pipe, which had given trouble for some time, 
but while the doors and windows were open had not been 
considered of suflScient importance to require attention. 

On the morning of September 3, Joseph Desto, from 
Presque Island, Me., was found in his room at the Wash- 
ington House, Lowell, unconscious, with the gas turned on. 
He had had the working of the gas cock explained to him by 
one of the clerks, but evidently did not understand it, and 
blew out the gas, leaving it turned on full force. He was 
taken to St. Johns Hospital, where he recovered. 

At 10.30 o'clock on the night of September 16, a fire 
occurred at the works of the New England Gas and Coke 
Company, Everett, caused by an explosion of gas, resulting 
in injury to two of the employees of the company, Frank 
Lehman and Edward Galvin, who were taken to the Whid- 
den Hospital. 

On the night of September 16, John King and Patrick Cas- 
sidy were overcome by gas at their apartments on Pleasant 
Street, Lynn, and recovered after being taken to the hospital. 

About 1 o'clock on the afternoon of September 20, John 
Sheehan, an employee of the Boston Gas Light Company, 
was investigating a leak in a gas pipe at 41 Upton Street, 
Boston, and, in lighting a match to locate the pipe, caused 
a small explosion. His face and hands were terribly burned ; 
he was taken to the City Hospital. 

On the morning of September 23, Isaac A. Drowne went 
into the Methodist Church at Peabody, removed one of the 
gas fixtures from a gas-pipe in an anteroom, and was uncon- 
scious when found by the son of the janitor, who went in to 
sweep out the church. He recovered under proper treat- 
ment. It was a case of attempted suicide. 
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Hannah Laboard, aged about forty years, was found un- 
conscious in her room at 50 Lee Street, Lowell, suffering 
from the effects of gas escaping from a gas-burner, the stop 
of which was turned on about half way. She was taken to 
the Lowell Hospital, where she recovered. 

At 10.30 on the night of October 16, a well-dressed 
woman was found unconscious in Room No. 46 at the Bay 
State House, Worcester, with gas escaping from an open 
burner turned on full force. She was brought to conscious- 
ness by hard work on the part of the housekeeper, and 
positively denied that she had tried to end her life. She 
had refused to register, and would not give her name, 
claiming that she did not wish her friends in Worcester to 
know that she was in the city. 

An explosion of gas in the hallway of a building in 
Phoenix Row, Haverhill, occupied by John Fitzgerald and 
A. L. Littlefield, shortly after 2 o'clock on the afternoon 
of October 23, resulted in two gas fitters, named W. A. 
Claridge, Jr., and Frederick Locke, being badly burned 
about the head and hands. 

On the afternoon of October 25, three of the employees 
of the Amesbury and Salisbury Gas Company at Amesbury 
were nearly suffocated by gas from a leak in one of the pipes 
in the basement of the gas house, which is situated near the 
tracks of the Boston & Maine Railroad. Forrest Perkins 
and James Ingalls went down to locate it, and both were 
overcome by the escaping gas. William Hession, another 
employee, not hearing from them, also went down into the 
basement, and, seeing their condition, succeeded in getting 
out before he became exhausted. He gave the alarm, and 
the railroad men near by brought out the two men in an 
unconscious condition. A physician finally restored them 
to consciousness, and stated that it was a narrow escape for 
both. 

On October 26, Timothy Boyle of Wilton, N. H., was 
found in an unconscious condition from gas escaping in his 
room at the Hotel LeFavour, 1419 Tremont Street, Boston. 
Everything indicated that he had turned the two gas burners 
partly off when he retired. He expressed an unwillingness 
to sleep with the lights turned entirely off, as he had con- 
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siderable money with him. He was taken to the City Hos- 
pital, and recovered. 

On the afternoon of October 28, Samuel Winn, living at 
58 Bromley Street, Boston, employed by the Roxbury Gas 
Light Company, was temporarily overcome by gas while at 
work at the corner of Benton and Tremont Streets. 

Mrs. Margaret Murtagh was discovered in her room at 
627 Harrison Avenue, Boston, on the evening of October 
29, lying on the bed unconscious, on account of gas which 
was escaping from an open burner, while the other burner 
on the fixture was lighted. She was resuscitated. The 
escape of gas was the result of an accident. 

On the evening of October 31, fifteen men in the employ 
of the Brookline Gas Light Company were more or less 
overcome by escaping gas at the corner of Armory and 
Atherton streets, Roxbury, while trying to stop a leak in 
the pipes of that company in connections recently made at 
that locality • None of them were seriously affected. 

On November 29, W. V. Abbott was found in an uncon- 
scious condition at the home of his aunt. Miss Fanny Crocker, 
325 Dorchester Street, South Boston, with the gas turned on 
and the doors and windows tightl}' closed. He was taken to 
the City Hospital, and would give no explanation of the 
affair. 

On the morning of December 2, Katherine Thompson, 
aged ten years, was rendered unconscious from escaping gas 
at the house of Mrs. Dolan, at the corner of Gorman and 
Locke streets, Lowell, where she resided with her parents. 
The gas had been left turned down low, and it is presumed 
that some draft extinguished the flame. Mrs. Thompson was 
awakened by the moaning of her daughter, a physician was 
summoned, and she was resuscitated. 

On the morning of December 8, when Charles L. Kessler, 
an employee of the Edison Electric Illuminating Company of 
Boston, was attempting to look into a man-hole belonging to 
the company, an explosion occurred caused by the sudden 
igniting of gas in the hole, and he was severely burned 
about the face and hands. The gas which filled the hole had 
escaped from a broken gas main several feet away. 

A young man from Chicago, who had been in the city of 
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Lowell but a few days, was partially asphyxiated in his room 
at 207 Appleton Street on the morning of December 10. A 
physician was summoned, and succeeded in saving the young 
man's life. The parties were unwilling to give any further 
particulars. 

Fatal Accidents from Electricity. 

Eugene E. Hastings, aged twenty-four years, employed 
by the United Electric Light Company, Springfield, Mass., 
was killed by an electric shock at 5 o'clock p.m., April 26, 
in the cellar of 129 State Street, that city. While alone 
and workinp^ about a transformer he came in contact with a 
live wire. 

On September 25, Charles F. Dimond, a lineman in the 
employ of the Charlestown Gas and Electric Company, 
residing at 467 Main Street, Charlestown, met his death by 
electricity. He was at work on an electric light pole, and 
in some unexplained way his body made a connection with 
two live wires, receiving a shock which killed him instantly. 

On the afternoon of October 6, John H. Allen, an employee 
of the American Tube Works, was killed by an electric shock 
at the shops of the company on Frost Avenue, Somerville. 
He attempted to turn on an arc light switch, and in some 
way his hand must have come in contact with a live wire. 

About noon on November 6, William T. Hatch, a lineman 
employed by the Boston Electric Light Company, while con- 
necting up wires on a pole at the corner of Broadway and 
Dorchester Street, South Boston, came in contact with live 
wires, receiving a shock which killed him almost instantly, 
and his body dropped to the ground. 

John Mahan, employed by the Newton and Watertown 
Gas Light Company as a lineman, met death as the result 
of an electric shock on the morning of November 4. He 
was adjusting a cross-arm on a pole on Mt. Auburn Street, 
Watertown, with a hand and one leg resting on dead wires ; 
these became charged with current by coming in contact 
with a trolley wire raised up by a passing car; life was 
nearly extinct when assistance reached him. 
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Other Accidents from Electricity. 

On the afternoon of March 30, during a fire in building 
Nos. 71-73 Wareham Street, Boston, C. G. Johnson, 
twenty-six years old, employed at 75 Wareham Street, had 
a very narrow escape from electrocution. He was on the 
roof of a building next to the one burning, watching the 
flames. He started to escape from a great cloud of smoke 
that enveloped him, and in doing so ran into four electric 
light cables which crossed the roof. He grasped a cable 
with both hands ; instantly a sheet of blue flame arose from 
the point of contact, and he fell to the roof. Ladderman 
John Doolin of Ladder 3 witnessed the affair and sprang up 
the ladder to the roof, closely followed by wire-inspector 
Cole ; they placed a rope about Johnson's body and drew 
him away from the live wire ; he was but partially conscious. 
He was carried to the street below, where the physicians 
found that he was not seriously injured, and he soon re- 
covered. 

At Salem, on March 31, James F. Denehy, a lineman 
employed by the Salem Electric Light Company, received 
an electric shock while fixing a wire at the corner of Essex 
and Saint Peter streets. He had grasped the wire and was 
unable to let go immediately. A fellow workman finally 
cut it, and Denehy fell to the sidewalk, a distance of twenty- 
five feet. He was taken to the hospital in an unconscious 
condition, but recovered. 

Miss May L. Fratus, aged twenty, of 117 Berkeley Street, 
Boston, had an encounter with a live electric light wire on 
Washington Street, near West Street, on the evening of 
June 12. That portion of the wire where an abrasion of its 
covering had taken place just reached her face, and, the 
damp pavement of the street making an excellent conductor 
through her body, she received severe burns. She was re- 
moved to the Emergency Hospital. 

About 4.30 P.M., June 24, William Thomas, twelve years 
of age, of 41 Decatur Street, East Boston, ascended a cop- 
ing at 43 Decatur Street, for the purpose, it is said, of 
securing a ball which was lodged there ; in attempting to 
descend to the sidewalk, a distance of about twelve feet, he 
came in contact with a live wire of the Bostoi^JJIf (pj^-ic, J^ight^^ 
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Company, receiving a severe shock, and bums on the palms 
of both hands. 

At about 4.40 p.m., on August 25, Fred W. Pushee, line- 
man in the employ of the New England Telephone and 
Telegraph Company, while engaged in removing dead wires 
of his company on Dorchester Avenue, near Parkman Street, 
came in contact with a day circuit wire of the Boston Elec- 
tric Light Company. He received a shock which threw him 
off the pole, his clothes catching on a pole step. A fellow 
workman went to his assistance, but, no other assistance 
being at hand, was obliged to drop him. He was taken to 
the General Hospital. 

At about 2 o'clock on the afternoon of September 5, John 
Cameron of 45 Hancock Street, Cambridge, while at work 
on a building on Washington, near Buggies, Street, came in 
contact with a live wire, and, in addition to receiving a 
shock, was thrown from the support on which he was at 
work, and fell a distance of about fifteen feet. He was taken 
to the City Hospital, where his condition was not considered 
serious. 

On September 22, Clarence Hamf, an employee of the 
Boston Electric Light Company, received severe injuries 
at the Ferdinand Street station of that company resulting 
from contact with live portions of some of the electrical 
apparatus. 

On the evening of October 31, Thomas Whalen, residing 
at 142 Pearl Street, Maiden, received a severe shock while 
driving along Las Casas road, that city. A live wire which 
sagged across the road struck both horses, killing them in- 
stantly ; it also hit the man, rendering him unconscious. 

Jacob Thoemmell and Fred Antoine, men in the employ of 
the Boston Electric Light Company, were on November 2 
severely burned about their heads and faces while at work 
in the rear of a switch-board at the company's station on L 
Street, South Boston. 

Early in November, Edward A. Walker of Pittsfield, em- 
ployed by the Berkshire Electric Company to take down 
temporary wires in Dalton, used for the purpose a pair of 
uninsulated pliers, and without gloves attempted to cut a 
wire. He received a severe shock and was thrown to the 
ground, a distance of about twenty-five feet. L;,gmzedbyGoOQle 
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Gas Companies. 
The following table shows the corporate name and capital 
of the gas companies in active operation on the thirtieth day 
of June last, also the localities supplied, with the popula- 
tion of each according to the census of 1895. Unless other- 
wise noted the par value of each share is $100 : — 



CORPORATE NAME. 



Localities SappUed. 



Popula- 
tion. 



Capita). 



Adams Gas Light Co 

Amesbary & Salisbury Gas Co., 
Amherst Gas Co., . . . . 
Arlington Gas Light Co., . 

Athol Gas and Electric Co., 
Attleboro Gas Light Co., Corpora- 
tion, 

Bay State Gas Co., . . . . 
Beverly Gas & Electric Co., 
Boston Gas Light Co., 

Brockton Gas Light Co 

Brookline Gas Light Co., . 



Cambridge Gas Light Co., 
Charlestown Gas & Electric Co., 

Chelsea Gas Light Co., . 

Chicopee Gas Light Co 

Citizens' Gas Light Co., . 

Clinton Gas Light Co., 

Cottage City Gas & Electric Light Co., 

Danyers Gas Light Co., . 
Dedham & Hyde Park Gas & Electric 
Light Co., 

Dorchester Gas Light Co., 



East Boston Gas Co., 
Easthampton Gas Co., 

Fall River Gas Works Co., 
Fitchbnrg Gas & Electric Light Co., 
Framingham Gas, Fuel & Power Co., 

Gardner Gas, Fnel & Light Co., 
Gloncester Gas Light Co., . 
Greenfield Gas Light Co 



Adams, . 
Amesbary, . 
Amherst, . 
Arlington, 
Belmont, 
Winchester, . 
Athol, . 

Attleborongh, 

Boston (in part) ,» . 

Beverly, 

Boston (city proper), 

Brockton, 

Brookline, 

Boston (Brighton, Rox 
bury, South Boston 
and Dorchester dis- 
tricts) , 

Cambridge, . 
SomervilTe (in part), 
Charlestown, . 
Somerville (in part), 
Medford (in part), 
Everett (in part), . 
Chelsea, . 

Everett (in part), . 
Chicopee, 
Qaincy, . 
Clinton, . 
Cottage City, . 

Danvers, 

Dedham, . 
Hyde Park, . 
Boston (Dorchester dis- 
trict), . 
Milton, . 

Boston (East Boston), 
Easthampton, 

Fall River, . 

Fitchbnrg, 

South Framingham, 

Gardner, 
Gloucester, . 
Greenfield, . 



7,837 
9,986 
4,785 
6,515 
2,843 
6,150 
7,364 

8,288 



11,806 

160,349 

33,165 

16,164 



381,260 

81,643 
29,017 
40,304 
23,183 



31,264 

16^420 

20,712 

11,497 

1,038 

8,181 

7,211 
11,826 

45,909 
6,518 

42.595 
4,790 



26,409 
5,770 

9,182 

28,211 

6,229 



' $17,300 
60,000 
40,000 
70,000 



40,000 

46,400 

2,000,000 

92,000 

'2,500,000 

178,600 

2,000,000 



700,000 
* 500,000 

300,000 

75^000 

33,000 

8 73,000 

25,000 

« 20,000 

« 80,000 

519,600 



> 220,000 
30,000 

450,000 

* 150,000 

75,000 

26,200 

« 80,000 
* 50,000 



1 Par valae, $25. 
> Par value, $500. 



* Sold principally to other eompaniea, 
« Par value, $50. 
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CORPORATE NAME. 


Localities Supplied. 


^fi" 


CapiUl. 


Haverhill Oas Light Co., . 


Hayerhill, . 


30,209 


1 $75,000 


Ipswich Oas Light Co., . 


Ipswich, 


4,720 


16,000 


Jamaica Plain Gas Light Co., . 


Boston (Wards 22 & 23), 


40,672 


250,000 


Lawrence Oas Co., .... 


Lawrence, 


52.164 


590,000 




Methaen, 


5,690 


- 




North Andover, . 


3,569 


- 


Leominster Gas Lifht Co., 
Lexington Gas Light Co., . 
Lowell Gas Light Co., 


Leominster, . 


9,211 


50,000 


Lexington, . 

Lowell, .... 


3,498 


30,000 


84,367 


500,000 




Dracut, .... 


2,243 


- 




Tewksbury, . 


3,379 


- 




Chelmsford, . 


3,162 


— 


Lynn Gas & Electric Co 


Lynn, .... 


62,864 


400,000 




Swampscott, . 


3,259 


- 




Saugus, 


4,497 


- 


Maiden & Melrose Gas Light Co., . 


Maiden, 


29,708 


235,000 




Melrose.- 


11,966 


_ 




Medford (in part). 


- 


- 




Eyerett (inpart),. 


- 


- 


M arblehead Gas & Electric Light Co., 


Marblehead, . 


7,671 


40,000 


Marlborough Gas Light Co., . 


Marlborough, 


14,977 


60,000 


Milford Gas Light Co., . 


Milford, 


8,969 


72,300 




Hopedale, 


1,377 


- 


Nantucket Gas Light Co., . 


Nantucket, . 


3,016 


36,000 


Natick Gas Light Co 

New Bedford Gas & Edison Light Co., 
Newburyport Gas & Electric Co., . 


Natick, .... 


8,814 


20,000 


New Bedford, 


55,261 


550,000 


Newburyport, 


14,552 


140,000 


Newton & Watertown Gas Light Co., 


Newton, 


27,590 


250,000 




Watertown, . 


7,788 


- 




Wellesley, . 


4,229 


- 




Weston, . 


1,710 


. 


North Adams Gas Light Co., . 


North Adams, 


19,135 


60,000 


Northampton Gas Light Co., . 


Northampton, 


16,746 


s 50.000 


North Attleboroogh Gas Light Co., . 


North Attleborough, . 


6.576 


68,100 




Wrentham, . 


2,584 


m. 


Norwood Gas Light Co., . 


Norwood, 


4,574 


12,000 


People'sGas&ElectricCo.ofStoneham, 


Stoneham, . 


6,284 


10,000 




Reading, 


4,717 


- 


Pittsfield Coal Gas Co., . 


Pittsfield, . 


20,461 


62,600 


Plymouth Gas Light Co., . 


Plymouth, . 


7,967 


40,000 


Roxbury Gas Light Co 


Boston (Roxbury dis- 








trict), 


92,088 


600,000 


Salem Gas Light Co , 


Salem, .... 


34,473 


300,000 




Peabody, 

Boston (South Boston), 


10,507 


- 


Sooth Boston Gas Light Co., . 
Southbridge Gas & Electric Co., 


67,913 


440,000 


Southbridge, . 


8,250 


150,000 


Spencer Gas Co., 


Spencer, 


7,614 


85,000 


Springfield Gas Light Co., 


Springfield, . 


51,522 


500,000 




West Springfield, . 


6,125 


- 


Stoaghton Gas & Electric Co., . 


Stoughton, . 


6,272 


24,000 


Taunton Gas Light Co., . 


Taunton, 


27,115 


180,000 


Waltham Gas Light Co., . 




20,876 


140,000 


Webster Electric Co 


Webster, 


7,799 


45,000 




Dudley, 


3,203 


- 


Williamstown Gas Co., . 


Williamstown, . 


4,887 


20,000 


Wobum Gas Light Co., . 
Worcester Gas Light Co., . 


Wobum, 


14,178 


45,100 


Worcester, . 


98,767 


500,000 



Par value. $2|,,ed by GoOglc 
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The company at Gloucester maintains a wharf and supplies 
water, and that at Springfield furnishes steam for heating. 
In addition to these, the companies in Amherst, Athol, Bev- 
erly, Brookline, Charlestown, Chelsea, Clinton, Cottage City, 
Easthampton, Fitchburg, Lawrence, Lexington, Lynn, New 
Bedford, Newburyport, Newton, North Adams, Southbridge, 
Spencer, Stoughton, Waltham and Webster supplied electric 
light ; also the company in Westfield, up to the time of its 
purchase by the town. 

The following table shows the names of the owners of 
gas works not owned by gas companies and the localities 
supplied : — 



Holyoke Water Power Company, 
Otis Company, .... 



Holyoke. 
Ware. 



The. following table shows the whole number of stockhold- 
ers, the number resident in Massachusetts, and the value of 
the stock held within the Commonwealth : — 



COMPANY. 



Whole Number 

of 
Stockholders. 



Namber of 

Stockholders 

resident In ' 

Massmchasetts. 



Value at Far of 
Stock held in 
Massachusetts. 



Adams, 
Amesbury, . 
Amherst, . 
Arlington, . 
Athol, . 
Attleboro, . 

Bay State, . 
Beverly, 
Boston, 
Brockton, . 
Brookline, . 

Cambridge, . 
Charlestown, 
Chelsea, 
Chicopee, . 
Citizens' (Qaincy), 
Clinton, 
Cottage City, 

Danvers, 
Dedham, 
Dorchester, . 

East Boston, 
Easthampton, 

Fall River, . 
Fitchburg, . 
Framingham, 



8 
10 
46 
60 
10 
22 

5 

38 

6 

60 

10 

463 

263 

112 

16 

7 

21 

11 

17 

33 

6 

151 
40 

34 

49 
19 



8 
10 
40 
33 

6 
19 



3 

49 

8 



243 

107 

2 

7 

21 

11 

16 
10 
3 

127 



20 
44 
14 



$17,300 00 
60,000 00 
39,900 00 
42,900 00 
23,800 00 
44,000 00 

200 00 
92,000 00 

2,000 00 
52,300 00 

1,300 00 

612,400 00 

463,900 00 

294,300 00 

9,500 00 

33,000 00 

73,000 00 

25.000 00 

11,950 00 
3,800 00 
1,100 00 

187,875 00 
25,900 00 

78,500 00 

137,800 00 

38,700 00 
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COMPANr. 



Whole Namber 

of 
Stockholders. 



Namber of 

Stockholders 

resident In 

Massachnsetts. 



Yalae at Par of 
Stock held in 
Ifaasachusetts. 



OardDer, 
Gloacester, . 
Greenfield, . 

Haverhill, . 

Ipswich, 

Jamaica Plain, . 

Lawrence, • 

Leominster, 

Lexini^ton, . 

Lowell, 

Lynn, .... 

Maiden, 
Marblehead, 
Marlborongh, 
Massachnsetts Pipe Line, 
Milford, 

Nantucket, • 

Natick, 

New Bedford, 

Newburjrport, 

Newton, 

North Adams, . 

Northampton, 

North Attleborongh, . 

Norwood, . 

People's (Stoneham), 
Plttsfield, . 
Plymouth, . 

Roxbury, . 

Salem 

South Boston, 
Sontbbridge, 
Spencer, 
Springfield, . 
Stoughton, . 

Taunton, 

Walthara, . 
Webster, 
Westfield, . 
Williamstown, . 
Woburn, 
Worcester, . 



15 
82 
85 



13 

90 

246 

57 

21 

297 

145 

136 
32 

15 

8 

56 

47 
21 
380 
109 
175 
30 
46 
37 
4 

7 

54 



208 

7 

71 

19 

141 

8 

115 

109 
22 
28 
5 
40 

196 



14 
81 
29 



13 
81 



$22,200 00 
77,960 00 
45,150 00 

74,850 00 

16,000 00 

208,200 00 



215 


523,800 00 


54 


49,500 00 


20 


29,900 00 


243 


440.300 00 


139 


388,600 00 


123 


222,500 00 


27 


32,500 00 


16 


50,000 00 


6 


999,800 00 


50 


70,400 00 


44 


34,700 00 


21 


20,000 00 


342 


501,900 00 


91 


115,100 00 


160 


233,100 00 


22 


48,300 00 


33 


29,600 00 


32 


64,300 00 


3 


9,333 33 


6 


9,000 00 


41 


52,400 00 


33 


26,800 00 


1 


100 00 


191 


286,900 00 


3 


1,200 00 


69 


47,750 00 


19 


85,000 00 


125 


451,400 00 


8 


24,000 00 


108 


76,000 00 


97 


127,800 00 


20 


30,000 00 


23 


63,700 00 


5 


20,000 00 


39 


44,600 00 


178 


461,800 00 



The following statistics exhibit a summary of the financial 
operations of all the companies in the State, compiled from 
the items relating to the manufacture and sale of gas in the 
returns of the last two years made to the Board : — 
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Fob Tsar bndiko Jdnb 30. 



1899. 



Receipts: — 

For gas sold by meter, 

For gas supplied to public lamps, 

From sales of coke, 

sales of tar, 

sales of ammoniacal liquor, 

rent of meters, 

reDt of gas stoves and engines, . 

rent of gas lamps 

public lamps other than gas lamps, . 

other sources, 

Total, 

Expenses : — 

1. Coals. 

2. Enrichers, 

3. Purifying materials, 

4. Water, 

5. Wages at works, 

6. Repairs and maintenance of works, 

7. Apparatus and machinery, .... 

8. Wages of meter takers, clerical labor in dis- 

tribution, and salary or commissions of 
collectors, 

9. Repairs, renewals and maintenance of mains 

and service pipes, • 

10. Distribution tools and appliances, 

11. Repairs and renewals of meters, . 

12. Gas stove fixing, repairs, etc., 

13. Lighting and repairing (gas lamps only), . 

14. Lighting and repairing, and materials used 

for other lamps, 

15. Directors' allowances, 

16. Salaries of ofiftcers, 

17. General salaries, 

18. Rent of offices 

19. General office expenses 

20. Taxes 

21. Insurance, 

22. Law expenses, 

23. Claims, 

24. Bad debts, 

25. Incidental expenses, 

26. Gas bought, 

Total, 

Leaving an apparent profit on their gas busi- 
ness of 

They have also received for interest, etc., . 
for rents, etc., 
as profits from electric 
lighting, . . . 

Making a total of 

From these receipts were paid interest on bonds 

and loans, 

Dividends, . . 

Other items, 



Leaving a surplus for the year of . 
Leaving a deficit for the year of . 



$5,669,060 07 

182,662 56 

205,184 16 

131,148 00 

19,588 62 

2,198 00 

944 11 

125 63 

3,366 38 

110 00 



$5,800,667 63 

182,278 82 

218,186 32 

107,717 69 

21,412 55 

2,210 78 

474 03 

944"07 
522 29 



$6,214,387 63 


$6,334,414 18 


$847,967 06 


$862,937 24 


614,222 77 


589,419 57 


25,651 45 


28,970 66 


20,353 76 


18,626 68 


438,007 24 


453,321 37 


262,751 04 


236,329 21 


16,860 53 


11,145 27 


183,546 43 


205,508 19 


169,217 00 


171,195 17 


22,184 43 


20,338 35 


69,725 79 


70,908 09 


13,997 84 


18,142 67 


12,003 87 


12,688 73 


2,927 57 


756 18 


11,547 23 


8,444 46 


150,575 60 


140,788 41 


118,409 41 


122,353 82 


34,212 85 


33,422 56 


76,163 26 


82,892 27 


304,477 63 


319,760 48 


46,627 34 


44,062 83 


25,746 86 


24,854 95 


6,348 38 


2,639 42 


8,527 61 


6,435 46 


16.802 57 


16,455 97 


613,052 68 


603,395 56 


$4,111,908 10 


$4,106,582 56 


$2,102,479 43 


$2,228,831 62 


8,328 92 


23,574 39 


280,647 90 


180,274 61 


251,247 86 


228,968 32 


$2,642,704 11 


$2,661,648 94 


$280,593 63 


$306,665 72 


1,548,452 00 


1,488,229 00 


848,239 64 


398,857 63 



$2,677,285 27 
$34,581 16 



$2,193,762 36 
$467,896 59 
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One^ of the companies appears not to have earned expenses, 
and fourteen^ others have not earned sufficient to warrant the 
declaration of any dividend. 

The receipts from gas sold by meter show an increase of 
$131,607.56. The receipts from sales for public lamps have 
decreased by $383.74. 

In Appendix A will be found, under date of June 30, 
1899, the separate balance sheets, profit and loss and manu- 
facturing accounts of the gas companies, as taken from the 
annual returns, with corrections made by the Board after 
examination and correspondence with the officers of the sev- 
eral companies. 

Aggregates from these balance sheets and those in the 
returns of 1898 show the following facts : — 



June 30, 
1898. 



Jane 30, 
1899. 



Assets : — 
Real estate, machinery, street mains and meters, 

Casb on hand, 

Dae for gas, 

other accounts dae, 

Materials, etc., 

Notes receivable, 

Investments, 

Electric assets, 

Liabilities : — 

Capital stock, 

Bonds, 

Notes payable, 

Unpaid bills, 

Unpaid dividends, 

Deposits, 

Interest due and unpaid, 

Interest accrued but not dae, .... 
Other items, 

Reserved and depreciation funds, 

Surplus, 



$26,881,359 52 

1,409,752 96 

917,103 87 

242,463 53 

1,155,881 94 

163,337 18 

273,867 66 

3,025,233 97 



$33,069,000 02 

$17,962,000 00 

2,031,260 00 

3,454,113 41 

739,797 42 

21,169 00 

78,901 30 

53,207 97 

60.331 18 

77,849 92 



$24,468,630 20 
939,742 95 



$25,408,373 15 
7,660,626 87 



$33,069,000 02 



$27,567,886 51 
622,051 81 
908,023 03 
322,626 06 

1,171,075 70 
196,782 62 
286,914 76 

3,033,521 08 



$33,996,780 46 

$17,968,400 00 

2,002,300 00 

3,728,976 66 

895,766 32 

21,974 00 

97,694 32 

69,996 37 

68,177 10 

36,232 91 



$24,878,407 68 
1,002,398 41 



$26,880,806 09 
8,116,974 37 



$33,996,780 46 



» Two last year. 



3 Fourteen last year. 
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Jane 80, 
IMS. 


Jane 80, 
ISM. 


57 ^ show an aggregate snrplas of . . . 
10 « show an aggregate deficit of . 


$8,182,210 ee 

521,583 79 


$8,625,553 44 
509,579 07 


Leaving total net sarplas, as shown above, 
Which, added to reserves carried as liabilities, . 


$7,660,626 87 
939,742 95 


$8,115,974 37 
1,002,398 41 


Would show an actual surplus of 
Equivalent to a per cent, on capital of about 


$8,600,369 82 
48 


$9,118,372 78 
51 



Fifty-eight in 1898. 



* Ten in 1898. 



The following table shows the valuation of the property 
of each company, as assessed by the local assessors : — 



COMPANY. 


Assessed 

Ymlne. 


COMPANY. 


Assessed 

Valne. 


Adams, . . . . 


$18,000 


Lowell, . . . . 


$1,020,600 


Amesbury, . 






19,200 


Lynn, . . . . 


536,150 


Amherst, . 






15,160 


Maiden, .... 


295,350 


Arlington, . 






47,604 


Marblehead, 
Marlborough, . 


10,900 


Athol, . 






31,500 


52,635 


Attleboro, . 






49,250 


Massachusetts Pipe Line, . 


60,000 


Bay State, . 






1,056,100 


Milford, . . . . 


86,400 


Beverly, 






86,450 


Nantucket, 


6.000 


Boston, 






4,332,200 


Natick, . . . . 


13,200 


Brockton, . 






158,000 


New Bedford, . 


734,150 


Brookline, . 






2,428,500 


Newburyport, . 


130,200 


Cambridge, 






1,098,100 


Newton, .... 


397,695 


Charlestown, 






700,800 


North Adams, . 


69,500 


Chelsea, 






347,600 


Northampton, . 


66,700 


Chicopee, . 






68,000 


North Attleborough, 


58,100 


Citizens' (Quincy 


). 




20,800 


Norwood, .... 


18,400 


Clinton, 






73,700 


OiisCo. (Ware), 


14,800 


Cottage City, 






13,400 


People's (Stoneham), 


29,600 


Danvers, . 






4,000 


Pittsfield. .... 


96,600 


Dedham, . 






49,000 


Plymouth, 




23,350 


Dorchester, . 






402,600 


Roxbury, . 




690,100 


East Boston, 






265,400 


Salem, 




316,600 


Easthampton, 






32,000 


Soath Boston, 




384,600 


Fall River, . 






470,100 


Southbridge, 




39,200 


Fitchburg, . 
Framingham, 






198,725 


Spencer, . 




24,400 






37,000 


Springfield, 
Stoughton, 




637,000 


Gardner, . 






13,650 




9,500 


Gloucester, . 






80,200 


Taunton, . 




71,000 


Greenfield, . 






29,000 


Waltham, . 




265,000 


Haverhill, . 






168,050 


i Webster, . 




34,600 


Holyoke, . 






470,710 


' Westfield. . 




85,000 


Ipswich, . 
Jamaica Plain, 






6,000 


Williamstown, 




7,081 






258,000 


Woburn, . 




51,000 


Lawrence, . 






580,625 


Worcester, 




770,700 








21,000 
13,900 






Lexington, . 






1 


$20,769,625 
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Included in the above are certain companies which have 
electric light plants, and the following shows the assessed 
value of such wherever separately returned : — 



Amhersti 

BeTerly, 

Chelsea, 

Clinton, 

Easthampton, 

Fitcbbnrg, 

Holyoke, 

Lawrence, 

Lynn, . 



$14,000 

89,900 

112,400 

69,600 

9,000 

134,706 

237,060 

101,000 

230,760 



Newbury port, 






$80,000 


Newton, 






68,900 


North Adams, 






28,000 


Soathbridge, 






26,000 


Waltham, . 






107,000 


Webster, 






23,900 


Westfleld, . 






27,000 



Total, 



$1,289,106 



The value of the gas plants, assessed by the local assess- 
ors, is then, in round numbers, $18,500,000, as there are 
electric plants at Athol, Brookline, Charlestown, Cottage 
City, Lexington, New Bedford, Spencer and Stoughton 
which are not given in the above table. 

The following table shows the total amount and the amount 
for each thousand feet of gas sold paid by each company for 
taxes, after deducting the amounts belonging to the electrical 
departments : — 



COMPANY. 



Adams, . 
Amesbury, . 
Amherst, 
Arlington, 
Athol, . 
Attleboro, 

Bay State, . 
Beyerly, 
Boston, . 
Brockton, 
Brookline, . 

Cambridge, . 

Charlestown, 

Chelsea, 

Chicopee, 

Citizens* (Quincy), 

Clinton, 

Cottage City, 

Danvers, 
Dedhara, 
Dorchester, . 

East Boston, . 
Easthampton, 



Amonnt 

of 

Taxes paid. 



$667 00 

668 79 

96 35 

630 74 

182 46 

1,094 32 

21,004 86 

713 67 

60,472 24 

2,916 86 

30,638 08 

21,941 24 

10,064 77 

4,161 26 

2,198 26 

426 69 

483 62 

117 21 

111 09 

861 04 

9,869 62 

4,136 39 
364 31 



Amonnt 

per 

Thousand 

sold. 



fO 1226 
0916 
1620 
0709 
0487 
0733 

0199 
0694 
0568 
0777 
0487 

0920 
0810 
1295 
1689 
0546 
0601 
0426 

0542 
0990 
0451 

0845 
0897 
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COMPANY. 



Amonnt 

of 

Taxes paid. 



Amount 

per 

Thooftand 

sold. 



Fall River, . 
Fitcbburg, . 
Framingham, 

Gardner, 
Gloucester, • 
Greenfield, . 

Haverhill, . 
Holyoke, ' . 

Ipswich, 

Jamaica Plain, 

Lawrence, • 
Leominster, . 
Lowell, . 
Lynn, . 

Maiden, 
Marblehead, . 
Marlborough, 
Milford, 

Nantucket, . 

Natick, . 

New Bedford, 

Newburyport, 

Newton, 

North Adams, 

Northampton, 

North Attleborough, 

Norwood, 

Otis Co. (Ware), . 

People's (Stoneham), 
Pittsfield, 
Plymouth, . 

Roxbury, 

Salem, . 
South Boston, 
Southbridge, . 
Spencer, 
Sprinfffield, . 
Stoughton, . 

Taunton, 

Waltham, . 
"Webster, 
Westfield, . 
Williamstown, 
Woburn, 
Worcester, . 



$8,738 36 
1,571 08 
574 19. 

617 33 
2,498 66 

632 40 

4,105 37 
3,609 86 

123 40 

4,179 67 

9,147 47 

633 73 
22,230 24 

5,538 90 

4,962 99 

221 08 

1,093 62 

1,480 29 

101 35 

416 85 
6,318 76 
1,324 92 
5,510 30 

604 76 
1,138 99 
1,672 11 

370 26 

289 24 

698 83 

1,779 95 

422 07 

9,933 04 

5,750 49 
6,356 86 

333 61 

39 73 

9,369 08 

223 70 

2,312 15 

1,054 94 
146 62 

1,287 88 
248 77 

1,113 25 
16,394 64 



$0 0655 
0708 
0779 

2637 
0946 
1623 

0448 
0569 

0403 

0508 

0815 
2756 
0723 
0344 

0714 
1300 
1315 
1418 

0520 
0872 
0880 
1170 
0579 
0158 
0544 
1102 
0602 

0875 

1687 
0968 
0871 

0441 

1161 
0569 
1696 
0082 
0641 
3180 

0497 

0360 
0634 
1131 
1698 
1026 
0666 



$319,649 32 



The total sum paid by the companies for taxes, including 
State supervision, after apportioning to electric account that 
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part of the gas companies' taxes belonging to their electrical 
departments, was $319,649.32, an average of 5.65 cents per 
thousand feet of gas sold ; being an increase over the amount 
paid the previous year of $16,171.79 in the total, and an 
increase of twenty-eight one-hundredths of a cent for every 
thousand feet sold. 

Dividends. 
The dividends declared by the several companies during 
the year are shown in the following table : — 



COMPANY. 



Bate per 
Cent. 



Amount 
of Dividends. 



Amount per 

Thousand 

sold. 



Adams, 
Amesbury, 
Amherst, . 
Arlington, 
Athol, 
Attleboro, . 

Bay State, 
Beverly, . 
Boston, 
Brockton, . 
Brookline, 



Cambridge, 
Charlestown, . 
Chelsea, . 
Chicopee, . 
Citizens' (Qaincy), 
Clinton, . 
Cottage City, . 



Danvers, . 
Dedham, . 
Dorchester, 



East Boston, 
Eastbampton, 

Fall River, 
Fitchburg, 
Framingham, 



Gardner, • 
Gloncester, 
Greenfield, 

Hayerhill, . 

Ipswlcb, . 



20 
4 

2 

12 

111 

10 

llj 



10 

10 
7 
5 

s _ 



9J 

10 
6 

8 
10 



5 
•9 



20 

7 



$3,460 00 
2,400 00 
1,860 00 
1,400 00 

6,568 00 

225,000 00 

9,200 00 

287,600 00 

200,000 00 

70,000 00 

35,000 00 

15,000 00 

3,500 00 



4,725 00 
49,362 00 

22,000 00 
1,800 00 

36,000 00 
15,000 00 



1,310 00 
7,200 00 
2,040 00 

15,000 00 

1,120 00 



8457 
3861 

1674 



2129 
2703 

2935 



5496 
2259 

4496 



2697 



6677 
2727 
6235 

1635 

3667 



^ Four per cent, on $16,000; five per cent, on $25,000. * No dividend declared. 

> Five per cent, on $70,000. * Six per cent, on $78,760. 

B An additional dividend of three per cent., or $2,400, was declared from the earnings of 
wharf property. 
• Six per cent, on special stock ($2,000); fonr per cent, on common stock ($48,000). 
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COMPANY. 



Jamaica Plain, . 



Lawrence, . 

Leominster, 

Lexlnffton, 

Lowell, 

Lynn, 



Maiden, . . . . 
Marblehead, . 
Marlborongh, . 
Massachnsettfl Pipe Line, 
Milford, . . . . 



Nantncket, 
Natlck, . 
New Bedford, . 
Newburyport, . 
Newton, . 
North Adams, . 
Northampton, . 
North AtUeborongh, 
Norwood, . 



People's (Stoneham), 
Pittsfield, . 
Plymouth, 

Eoxbnry, . 



Salem, 

Sonth Boston, 
Sonthbridge, 
Spencer, . 
Sprinfffield, 
Stoughton, 

Taanton, . 



Waltham, . 
Webster, . 
Westfield, . 
Wiliiamstown, 
Woburn, . 
Worcester, 



Rate per 
Cent. 



10 

6 

4 



12 
10 

6 
1. 
1 . 

10 



6 

8 

8 

12 

6 



1- 
12 

4 



6 
3 

15 

6 
4 

10 
6 
8 

10 



Amoont 
of Dlridendt. 



$25,000 00 

85,400 00 
2,000 00 

60,000~00 
40,000 00 

14,100 00 



7,230 00 



1,200 00 
85,750 00 
8,400 00 
20,000 00 
4,000 00 
6,000 00 
4,086 00 



7,500 00 
1,600 00 

36,000 00 

18,000 00 

26.400 00 

2,500 00 

80,000 00 
720 00 

12,000 00 

8,400 00 
1,800 00 
7,500 00 
1,200 00 
3,608 00 
50,000 00 



f 1,486,079 00 



Amonnt per 

ThooMuid 

told. 



$0 3038 



1960 
2029 

6924 
2510 



2864 
2693 



4079 
3301 

1599 

3603 
2321 

2051 



8190 
8326 
2165 



1 No dividend declared. 
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Price of Gas. 
The following companies reduced the price of gas daring 
the year ending June 30, 1899 : — 



Attleboro, 


OloncoBter, 


Northampton, 


Beyerly, 


Hayerhill, 


Taunton, 


Cambridge, 


Lawrence, 


Waltham, 


Charlestown, 


Lexington, 


Webster, 


Danvers, 


Newburyport, 


Williamstown. 


Dedham, 


North Adams, 
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The average price paid by consumers for coal gas to the 
companies selling annually more than 30,000,000 feet each 
is $1.08 per thousand feet. If the Boston and Brookline 
companies be excluded the average is $1.14. The average 
price received by the remainder of the coal gas companies 
from sales by meter is $1.67, the average received by all is 
$1.12 per thousand. The average price for oil gas is $4.21 
per thousand feet. 

The average price paid by consumers for sales by meter 
in 1886 was $1.72; in 1887, $1.66; in 1888, $1.56; in 
1889, $1.50; in 1890, $1.46; in 1891, $1.43; in 1892, 
$1.52; in 1893, $1.45; in 1894, $1.26; in 1895, $1.21; in 
1896, $1.17; in 1897, $1.15; in 1898, $1.14. 

The following table shows the amount of gas made in the 
year ending June 30, 1899, and in the year ending June 30, 
1898 ; the amount sold by meter and to public lamps in both 
these years ; the amount used at works and offices, with the 
amount of gas unaccounted for during the year ending June 
30, 1899, and the percentage of unaccounted-for gas in both 
years. 

Note.— The terms <*coal gas" and "coal-gas companies" whenever ased In the 
report are intended, unless otherwise qualified, to include all the companies except 
those that make their gas entirely from oil distilled in closed retorts externally fired. 
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Table showing Amount of Gas sold to 


Other Companies, 


MADE BY— 


Sold to—- 


Number of 

Feet. 




Bay State, . 
Town of Wakefield, 


f Boston 

J Dorchester, . 
i Roxbury, 
[ South Boston, 
People's (Stoneham), . 


492,235,300 
218.720.800 
230,238,844 
114,285,000 
1,134,380 


$280,645 09 

124,556 86 

131,236 15 

65.142 45 

1,815 01 



The following table shows the daily capacity of the several 
works, June 30, 1899, and the greatest and least day's out- 
put daring the year ending with that date, for each of the 
companies : — 



COMPANY. 


Dally 

Capacity of 

Works. 


Greatest 
Oatpat. 


Date. 


Leant 
Oatpat 


Date. 




Feet. 


Feet. 




Feet. 




Adams, 
Amesbnry, . 
Amherst, 
Arlington, . 
Athol, .... 
Attleboro, . 


80.000 

100.000 

8.000 

75,000 

75.000 

100 000 


54,000 
4,000 
47,000 
22,310 
73,000 


Jan." 6, 
Dec. 2, 
Dec. 24, 
Dec. 30, 
Dec. 7, 


1 . 

8.000 

800 

12,500 

4.000 
28,000 


July' 30. 
July 5. 
July 11. 
July 3. 
July 11. 


Bay State, . 

Beverly, 
Boston, 
Brockton, . 
Brookline, . 


4,000,000 

50.000 

6,000,000 

300,000 

4,000,000 


4,864.000 

58,600 

5,051,000 

207,670 

2,919.000 


Oct. 29, 
Dec. 12, 
Dec. 31, 
Nov. 9, 
Dec. 31, 


870,000 
15.400 

813,000 
37,485 

818,000 


July 4. 
July 3. 
July 3. 
July 3. 
July 3. 


Cambridge, . 

Charlestown, 

Chelsea, 

Chieopee, . 

Citizens* (Quincy), . 

Clinton, 

Cottage City, 


1,000,000 

800.000 

250.000 

120,000 

70,000 

90,000 

60,000 


1,120.000 
607,000 
166,500 
89,300 
49.100 
69,900 
31,000 


Dec 12, 
Dec. 31, 
Dec. 24. 
Nov. 12, 
Dec. 24, 
Dec. 21, 
Aug. 26, 


210,000 
211,000 
63,500 
23,700 
11.300 
13.500 
2,100 


July 3. 
April 30. 
Sept. 4. 
Oct. 16. 
July 31. 
July 18. 
Feb. 24. 


Danvers, 
Dedbam, 
Dorchester, • 


30,000 

76,000 

300,000 


14.200 

46,800 

871,000 


Dec. 24, 
Nov. 10, 
Dec. 24, 


4.400 

13.800 

317,000 


Mav 1. 

Aug. 21. 
July 3. 


East Boston, 
Easthampton, 


400,000 
30,000 


245.141 
36,860 


Dec. 24, 
Dec. 16, 


79,685 
6,411 


May 30. 
July 18. 


Fall River, . . . 
Fitchburg, . 


1,000,000 
150,000 
250,000 


721,100 
111,700 
33,000 


Jan. 5, 
Dec. 23, 
Dec. 24, 


169.300 
39,800 
11,600 


Julv 3. 
April 30. 
June 3. 


Gardner, 
Oloncester, . 
Oreenfleld, . . . 


24.000 
180,000 
60,000 


1 _ 
134,000 
19,100 


Dec. 31, 
Dec. 1, 


31,800 
6,100 


July 3. 
Jnne 19. 


HaverhiU, . 
Holyoke, 


600.000 
600,000 


476,000 
342,161 


Jan. 6, 
Nov. 10, 


152,000 
91,672 


July 6. 
July 17. 



1 No record. 
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COMPANY. 


Dally 

Capacity of 

Works. 


Greatest 
Oatput. 


Date. 


Least 
Output. 


Date. 




Feet. 


Feet. 




Feet. 




Ipswich, 


15,000 


24,000 


Dec. 12, 


2,500 


June 30. 


Jamaica Plain, . 


600,000 


416,001 


Dec. 23, 


176,465 


July 3. 


Lawrence, . 


1,250.000 


550,890 


Dec. 12, 


123,127 


July 3. 


Leominster, . 


30,000 


13,875 


Dec. 24, 


2,375 


July 5. 


Lexington, . 


20,000 


4,190 


Jan. 1, 


800 


Jane 5. 


Lowell, . . . 


2,000.000 


1,634,000 


Dec. 12, 


327,000 


July 3. 


Lynn, .... 


1,400,000 


712,800 


Dec. 31, 


174,200 


May 30. 


Maiden, . . . 


600,000 


363,200 


Dec. 24, 


107.300 


Aug. 7. 


Marblebead, 


40,000 


1 . 


- 


1 . 


- 


Marlborongh, 


150,000 


44,200 


Dec. 22, 


10.000 


July 6. 


Milford, . . 


80,000 


58,490 


Dec. 31, 


13,160 


July 3. 


Nantucket, . 


30,000 


14.750 


Aug. 19, 


3.350 


April 18. 


Natick, 


35,000 


26,400 


Nov. 23, 


5,500 


Aug. 21. 


New Bedford, 


600,000 


334,900 


Dec. 24, 


117,500 


April 23. 


Newbury port. 


100,000 


61,800 


Dec. 21, 


13,300 


Aug. 7. 


Newton, 


500,000 


478,000 


Jan. 1, 


132,000 


July 6. 


North Adams, . 


250,000 


191,000 


Dec. 13, 


50.700 


July 4. 


Northampton, 


140.000 


110,828 


Dec. 11, 


22,732 


July 30. 


North Attleborough, . 


110,000 


77,800 


Dec. 9, 


10,100 


July 4. 


Norwood, . 


*- 


1- 


1 . 


1 . 


1 . 


Otis Co. (Ware),. 


70,000 


32,870 


Jan. 7, 


6,089 


July 4. 


People's (Stonebam), . 


250,000 


15,600 


Dec. 22, 


3,000 


July 12. 


Pittsfield. . . . 


240,000 


87.000 


Dec. 24, 


25,000 


June 11. 


Plymouth, . 


72,000 


23,510 


Jan. 5, 


7,890 


May 10. 


Roxbury, . 


1.548,000 


975,000 


Dec. 24, 


326,000 


July 3. 


Salem, .... 


330,000 


257,500 


Doc. 24, 


72,800 


July 3. 


South Boston, 


42.'),000 


485,000 


Dec. 31, 


152,000 


July 3. 


Southbridge, 


80,000 


1 _ 


- 


1 - 


- 


Spencer, 


120,000 


38,000 


Jan. 15, 


7,000 


May 7. 


Springfield, . 


1,500,000 


646,000 


Jan. 24, 


207,000 


July 3. 


Stougbton, . 


10,000 


1 - 


- 


1 . 


- 


Taunton, 


300,000 


251,000 


Dec. 21, 


47,000 


July 3. 


Waltham, . 


500,000 


157,000 


Dec. 12, 


27,480 


July 15. 


Webster. 


25,000 


15,000 


Dec. 12, 


2,800 


July 15. 


Westfield, . 


80,000 


62,800 


Dec. 13, 


15,900 


July 4. 


Williamstown, . 


24,000 


1 _ 


- 


1 . 


<- 


Woburn, 


80,000 


62,000 


Dec. 24, 


21,000 


July 4. 


Worcester, . 


2,000,000 


1,091,000 


Dec. 81, 


268,000 


July 3. 



1 No record. 
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The following tables show the total quantity of gas sold 
daring the year ending June 30, 1899, the percentage of 
increase in sales over the previous year ; the capital (includ- 
ing bonds) per thousand feet sold, omitting those companies 
which have electric light plants ; the average price received 
for all gas sold during the year ending June 30, 1899, and 
the average price the year previous : — 

Cgal-gaa Companies. 



COMPANT. 


Total Sales 
otQua. 


ii. 


Capital per M 
sold, Includ- 
ing Bonds. 


irerage Price 
received 
per M sold, 
lgW-99. 


fill 






»s 


-< 


< 




Feet. 










Adams, .... 


5,668,600 


.36* 


f3 22.8 


$2 01 


92 01 


Amesbary, 


6,216.300 


.32» 


9 66.2 


1 60 


164 


Arlington,. 


8,894,300 


4.66 


8 99.6 


200 


2 00 


Athol, .... 


3,749.800 


14.86* 


. 


2 19 


204 


Attleboro, . 


16,346,298 


12.88 


3 02.4 


1 62 


1 70 


Bay state 


11,066,826,144 


.38» 


2 12.9 


•98.9 


•99.4 


Beverly, .... 


12,306,000 


11.36 


. 


1 64 


1 74 


Boston 


1,063,762,830 


.28* 


2 60.9 


99.4 


99.4 


Brockton, .... 


37,624,200 


13.72 


10 83.3 


1 62 


1 63 


Brookline,. 


629,620,212 


3.97* 


- 


97.4 


97.3 


Cambridge, 


238,486,667 


10.86 


2 93.5 


108 


1 14 


Charlestown, . 


123,896,137 


4.36 


. 


1 14 


I 21 


Chelsea, .... 


32,128,800 


6.26 


. 


1 62 


1 62 


Chicopee, .... 


13,014,000 


14.66 


10 87.3 


1 37 


1 42 


Citizens' (Qnincy), . . 


7,796,800 


2.16* 


9 17.0 


1 88 


1 88 


Clinton, .... 


9,642,100 


16.91 


- 


1 82 


1 82 


Cottage City, . 


2,748,300 


1.26* 


- 


1 37 


1 34 


Danvers, .... 


2,060,900 


18.60* 


9 76.2 


2 26 


2 30 


Dedbam 


8,696,600 


12.72 


12 41.1 


1 76 


2 02 


Dorchester, 


218,479,900 


11.23 


3 36.0 


1 00 


1 00 


East Boston, . 


48,936,681 


.68 


4 49.6 


1 48 


1 48 


Easthampton, . 


3,948,900 


21.80 


- 


2 01 


208 


Fall River, . . . 


133,476,838 


8.96 


3 69.1 


1 18 


1 18 


Fitchbnrg, 


22,183,000 


6.30 


- 


1 69 


1 70 


Framingham, . . 


7,338,700 


20.78* 


26 19.6 


1 53 


»96 


Oloncester, 


26,400,200 


9.19 


3 03.0 


1 21 


1 41 


Greenfield, 


3,897,100 


2.71 


12 83.0 


2 17 


2 20 


Haverhill ' 


91,737,600 


6.80 


81.8 


1 19 


1 23 


Holyoke, .... 


63,466,266 


6.71 


- 


1 34 


1 34 


Ipswich, .... 


3,062,470 


7.93 


8 81.6 


2 07 


2 41 


Jamaica Plain, . 


82,291,413 


7.40 


3 07.4 


126 


1 38 


Lawrence,. 


112,306,200 


13.93 


« 


1 17 


1 28 


Lowell 


307,639,200 


3.16 


1 62.6 


1 00 


1 00 


Lynn, .... 


169,002,300 


10.08 


" 


100 


1 00 



* Decrease. 

1 1,420,700 feet sold to private coDsomera, balance to other companies. 

s From sales to general consumers only. * Non-illnmlnating gas for part of the year. 
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Coal-gas Gowipanw* — Concluded 


. 




COMPANT. 


Total Sales 
of Oaa. 




111 
|l1 


verage Price 
received 
per M sold. 


verage Price 
received 
per M sold, 
1887-88. 






•5 




< 


< 




Feet. 










Maiden 


69,605,800 


8.41 


|6 32.3 
28 64.7 


$1 42 


%l 42 


Marblehead, . 


1,700,000 


10.63* 


2 51 


238 


Marlboronghy . 


8.314,000 


6.40« 


9 97.1 


179 


1 84 


Milford, .... 


10,441,700 


7.81 


6 92.4 


1 82 


1 83 


Nantncket, 


1,960,400 


.24 


18 46.8 


204 


2 06 


Natick 


4.781,900 


6.30 


6 90.1 


1 77 


1 76 


New Bedford, . 


71,816,899 


8.16 


. 


1 30 


I 31 


Newbnryport, ... 


11,320,700 


16.83 


- 


166 


181 


Newton, .... 


96,186,600 


1.46 


- 


1 40 


1 41 


North Adams, . 


38,386,200 


4.62» 


. 


1 13 


1 13 


Northampton, . 


20,948,600 


6.71 


2 88.8 


1 50 


1 60 


North Attleboroogh, 


16,174,922 


28.10 


4 48.8 


1 70 


170 


Norwood 


6,151,643 


18.49 


4 77.9 


2 04 


2 06 


Otis Co. (Ware), . 


3,306,848 


2.26* 


- 


200 


2 00 


People's (Stonebam), 


3,649,400 


2.02* 


17 04.6 


2 31 


2 32 


Pittsfield. . . . . 


18,387,660 


11.63 


3 39.9 


1 64 


1 67 


Plymouth, 


4,847,200 


1.21 


8 25.2 


1 92 


1 91 


Boxbary, .... 


226,126,472 


6.13 


2 66.6 


1 00 


1 00 


Salem, .... 


49,964,000 


6.81 


6 00.6 


1 31 


1 33 


Sonth Boston, . 


113,763,636 


4.16 


3 86.8 


100 


1 00 


Sonthbridge, . 


1,967,760 


6.14 


- 


2 31 


2 42 


Spencer, .... 


6,863,220 


13.36* 


- 


1 77 


1 69 


Springfield, 


146,276,600 


16.08 


8 41.8 


1 26 


1 26 


Tannton, .... 


46,603,800 


2.98 


I 72.0 


1 28 


1 32 


Waltham, . 


29,282,600 


8.71 


_ 


1 62 


1 64 


Webster, .... 


2,812,900 


8.93 


- 


2 10 


2 17 


Westfield,. 


1 11,387,600 


4.68 


. 


1 62 


173 


Wobam, .... 


10,848,000 


5.24* 


4 16.7 


1 50 


1 49 


Worcester, 


231,037,700 


6.82 


2 69.7 


1 10 


1 15 



OiJrgas Companies, 



Amherst 


627,406 


11.62* 


- 


$6 42 


$5 34 


Gardner, .... 


1,961,900 


.22* 


$22 63.6 


4 57 


4 51 


Leominster, 
Lexington, 


2,299.420 
591.000 


6.78 
16.69 


21 74.6 


3 37 
2 46 


3 38 

484 


Stonghton, 


703,400 


.03 


- 


4 91 


492 


Williamstown, . 


1,465,220 


14.00 


21 36.2 


486 


499 



* Decrease. 



1 To June 1, 1899. 
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The following tables show the capital (including bonds) , 
the gas sold,' the gas unaccounted for, and the number of 
consumers per mile of main ; also the gas sold per consumer 
and per meter light. Where capital is employed for both 
gas and electric light, the amount per mile of main is omitted. 

CooU-gas Companies. 



COMPANY. 



Pbb Mile of Main. 



Capital. 



Qaa told. 



Oas un- 
accounted 
for. 



Number 
of Con- 
sumers. 



Oas 

sold per 
Consumer. 



Oas 
sold per 
Meter 
Light. 



Adams, . 
Amesbary, 
Arlington, 
Athol, 
Attleboro, . 

Bay state, 
Beverly, . 
Boston, . 
Brockton, . 
Brookline, 

Cambridge, 
Charlestown, 
Chelsea, . 
Cbicopee, . 
Citizens* (Quincy), 
Clinton, . 
Cottage City, 

Danyers, . 
Dedham, . 
Dorchester, 

East Boston, 
Easthampton, 

Fall River, 
Fitchborff, 
Framingbam, 

Gloucester, 
Greenfield, 

Haverhill, 
Holyoke, . 

Ipswich, . 

Jamaica Plain, 

Lawrence, 
Lowell , . 
Lynn, 

Maiden, . 
Marblehead, 



f 2,747 99 
8,615 74 
4,636 61 

5,875 95 

143,563 60 

19,720 80 
12,814 04 

6,639 71 



9,067 90 
5,851 06 



3,085 47 
5,448 43 
6,480 56 

10,105 65 



7,758 08 

24,941 51 

4,949 27 
8,656 89 

1,866 06 

7,471 69 
4,692 82 

4,385 18 



4,060 72 
5,603 07 



Feet. 
861,179 
892,634 
515,492 
653,382 
1,943,407 

67,431,828 
1,144,201 
7,569,658 
1,182,870 
2,396,500 

2.262,117 

2,535,489 

834,514 

833,990 

638,036 

1,514,737 

1,200,131 

316,399 

438,983 

1,930,035 

2,247,895 
1,077,530 

2,101,981 

1,066,286 

989,891 

1,633,271 
674,732 

2,282,501 
1,988,858 

847,475 

1,493,872 

2,004,458 
2,698,105 
2,739,548 

762,820 
195,590 



Feet. 
136,971 
43.079 
99,510 
89,814 
77,461 



3,059 
271,002 
137,163 
280,442 

164,206 
229,335 
121,740 
252,017 
220,147 
292,305 
284,716 

136,871 
126,870 



313,560 
280,622 

49,214 
138,257 
37,350 

65,640 
64,944 

187,113 
263,064 

5,535 

354,394 

122,532 
198,206 
177,353 

121,269 



44.3 
26.7 
37.0 
37.5 
69.8 

1.6 

72.7 

201.5 

55.9 

94.1 

106.5 
121.4 
46.4 
49.0 
38.1 
62.1 
101.3 

29.6 
39.6 
83.4 

109.9 
67.1 

98.4 
61.8 
54.0 

70.0 
57.1 

112.7 
85.6 

42.6 

62.7 

81.2 
104.0 
110.3 

45.7 
22.1 



Feet. 

19,206 
32,002 
13,919 
17,439 
27,852 

156,828 
15,608 
37,168 
21,152 
23,441 

20,931 
19,603 
17,989 
16,995 
14,617 
24,410 
9,083 

10,682 
11,093 
19,948 

17,914 
16,052 

20,824 
16,765 
18,346 

22,497 
11,809 

19,934 
23,176 

19,081 

18,992 

24,666 
25,391 
24,829 

16,680 
8,854 



Feet. 
2,227 
3,207 
3,193 
2,626 
6,731 

» 2,475 
3,400 
3,866 
4,070 
3,529 

4,395 
4,281 
3,354 
2,598 
2,732 
3,880 
2,308 

1,687 
2,116 
4,064 

4,614 
2,135 

2,745 
2,662 
2,164 

4,748 
2,489 

4,202 
3,433 

2,676 

4,026 

3,804 
4,162 
4,592 

3,607 
1,698 



1 Baaed on sales to private consumera. 
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Coal-gas Companies — Condaded. 





Per Milk of 


Main. 






Oas 


COMPANY. 






Oat an- 


Namber 


Oas 
soM per 


sold per 
Meter 




Capital. 


Oas told. 


aoooanted 


of Con- 


Consamer. 


Light. 




"^ 




for. 


snmen. 










Feet. 


Feet. 




Feet. 


Feet. 


Marlboroagh, . 


$10,937 60 


1,096,926 


267,938 


49.6 


22,133 


3,329 


Milford, . . . 


8,932 82 


1,290,094 


224,083 


71.9 


17,910 


2,922 


Nantncket, 


19,615 37 


1,057,299 


217,271 


117.6 


8,988 


2,916 


Natlck, . 


5,636 91 


802,832 


106,779 


69.8 


11,279 


2,342 


New Bedford, . 


- 


1,675.452 


94,268 


77.3 


22,519 


3,883 


Newburyport, . 


- 


1,045,444 


125,030 


69.7 


17,624 


2,991 


Newton, . 


- 


1,066,569 


47,046 


44.0 


21,731 


3,262 


North Adams, . 


. 


2,646.159 


396,974 


86.0 


30,717 


4,961 


Northampton, . 


4,826 76 


1,671,293 


150,769 


69.6 


24,024 


3,686 


North Attleborongh, 


8,818 07 


1,853,538 


68,752 


49.6 


37,469 


6,099 


Norwood, 


4,176 85 


878,962 


- 


16.6 


46,241 


3,680 


Otis Co. (Ware), . 


- 


643,737 


46,404 


60.0 


12,603 


1,691 


People's (Stoneham), 


6,414 20 


376.307 


39,772 


29.9 


12,586 


2,421 


Pittsfield, . . . 


5,833 49 


1,716,217 


166,459 


85.1 


20,162 


4,140 


Plymoath, 


10,126 68 


1,227,139 


179,614 


74.2 


16,643 


3,148 


Roxbnry, . 


7,324 22 


2,748,121 


56,448 


127.7 


21,281 


4,330 


Salem, 


8,094 76 


1,347,986 


136,826 


85.7 


16,656 


3,230 


South Boston, . 


13,082 93 


3,381,081 


6.520 


147.4 


21,528 


4,802 


Soathbridge, . 


- 


852,320 


202,053 


95.3 


8,826 


1,429 


Spencer, . 


- 


370,522 


56,806 


36.8 


10,363 


2,328 


Springfield, 


5,690 38 


1,664,726 


92,027 


81.9 


20,276 


4,290 


Tannton, . 


2,878 22 


1,673,100 


35,773 


66.1 


24,861 


3.460 


Waltham, 


_ 


1,176,004 


176,819 


61.7 


18,466 


3,384 


Webster, • 


. 


483,364 


117,262 


69.1 


8,173 


2,197 


Westfield, 


. 


1,035,236 


87,009 


67.0 


17,969 


3,930 


Wobum, . 


6,663 09 


1,335,698 


163,898 


66.2 


20,163 


3,817 


Worcester, 


6,963 91 


2,677,631 


123,191 


97.0 


27,160 


6,671 



Oil-gas Gompaniea. 



Amherst, . 


- 


122,929 


- 


23.6 


4,297 


846 


Gardner, • 


f3,909 33 


172,703 


- 


20.1 


8,606 


2,236 


Leominster, 
Lexington, 


6,761 42 


310,947 
131,333 


20,702 
27,666 


36.2 
27.8 


8,844 
4,728 


1,860 
1,229 


Stonghton, 


- 


148,767 


- 


30.6 


4,886 


1,416 


Williamstown, . 


3,866 16 


180,468 


- 


18.8 


7,076 


1,838 
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Oil Gas. 





Materials 


Quantity 






COMPANY. 


nted. 


aaed 
(QaUons). 


Fael nsed. 


Quantity ased. 


Amherst,. 

Gardner, .... 


Naphtha, . 


11,480 


f Coke. . . 
t Wood, . 


30 tons. 
17 cords. 


Naphtha, . 


65,061 


Crude oil. 


4,990 gals. 
138.3 tons. 


Leominster, . 


Oas oil, . 


26,459 


Cnmberland, . 


Lexington, . . . 


Naphtha,. 


7,349 


Anthracite, 


50 tons. 


Stongbton, 


Naphtha, . 


13,611 


Anthracite, 


50 tons. 


Williamstown, 


Naphtha, . 


24,662 


Wood, . 


25| cords. 



Street Mains. 

The returns of all the companies give their street mains 
in detail. During the year fifty-five companies laid about 
one hundred and three miles of mains, varying in the several 
cases from fifty feet to about ten miles. 

The following table shows the lengths and sizes of the 
mains as returned by the companies : — 
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Adams, . 
Amesbnry, . 
Amherst, 
Arlington, 
AtholT . . . 
Attleboro, . 


Bay State, . 
Beverly, . 
Boston, . 
Brockton, 
Brookline, 


Cambridge, . 
Chariestown, . 
Chelsea, . 
Chlcopee, 
Citizens* (Qnincy) 
Clinton, . 
Coltoge City, . 
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Bast Boston 

Fall River 

Fitchburg, .... 
Framingham, 

Gardner 

Gloacester, .... 
Greenfield, .... 

Haverhill 

Holyoke 

Ipswich, .... 

Jamaica Plain, . . . 

Lawrenee 

Leominster, .... 
Lexington, .... 

Lowell, 

Lynn, 

Maiden 

Marblehead 

Marlborough, 

MUford, 

Nantacket, .... 

Natick 

New Bedford, 

Newbnryport, 

Newton, .... 

North Adams, 

Northampton, 

North AtUeborongh, . 

Norwood, .... 

OUs Go. (Ware), . 
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Plttifield. . . . . 
Plymoutb, .... 

Roxbury, .... 

Balem, 

Bomb Boston, 

Boutbbridge, .... 
Bpeneer, .... 
Springfield, .... 
Stongbton, .... 

Taunton, .... 

Waltbam, .... 

Webster, .... 

Westfield,! .... 

Wllliamstown, 

Wobnrn. .... 

Worcester 
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Gas Stoves. 
The companies reporting gas stoves in use on June 30, 
1899, are as follows : — 



Adams, 82 

Amesbury, 23 

Amherst, 5 

Athol, 50 

Attleboro 100 

fiererly, 260 

'Boston, 18,995 

Brockton 425 

•Brookline, 13,436 

^Chelsea, 360 

Chicopee, 335 

Citizens' (Qnincy), ... 114 

Clinton, 59 

•Cottage City, .... 127 

Danyers, 82 

Dedham, 660 

Dorchester, 7,291 

East Boston, .... 475 

Easthampton, .... 40 

fallRiyer, 5,333 

Fitchburg 472 

Framingham, • . • . 621 

-Gardner, . . • . . 105 

Oloacester, 510 

Greenfield, 110 

HayerhiU 722 

Holyoke, 1,000 

Ipswich, 11 

Lawrence, 8,710 

Lexington, ..... 7 

Xowell, 4,646 



Lynn, 2,200 

Maiden, 400 

Marlborough, .... 128 

Milford, 56 

Nantucket, 48 

Natick, 195 

New Bedford, .... 2,315 

Newboryport, . • • . 164 

Newton, 656 

North Adams, .... 420 

Northampton, .... 711 

North Attleborongh, ... 178 

Norwood, 9 

Otis Company (Ware), . . 172 

People's (Stoneham), ... 61 

Plymouth, 159 

Roxbury, 8,823 

Salem, 1,760 

South Boston, .... 3,615 

Southbridge, .... 6 

Spencer, 210 

Springfield, . . . . . 4,794 

Stonghton, 5 

Taunton, 744 

Waltham, 474 

Webster 100 

Westfield, 200 

Williamstown, .... 34 

Wobum, 100 

Worcester, 4,678 
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The followiDg table shows the number of street lamps sup- 
plied June 80, 1899, the net increase or decrease during the 
year, the average price per thousand feet received from ga& 
used in such lamps, and the cost per thousand feet of the 
care of the lamps where this is done by the companies : — 



Public Lamps. 



COMPANY. 


II 

■ 


j 


1 


▼erace Price re- 
ceiYed per M, 
Inclading Ex- 
penses. 


zpense of Light- 
ing and Care of 
Lamps per M. 




^ 


M 


Q 


< 


H 


Amesbnry, . . . . 


22 


_ 




$2 00 


f 26 


Beyerly, 






7 


. 


1 


164 


. 


Boston, . 






650 


« 


17 


90 


„ 


Brookline, . 






3,351 


18 




78.4 


_ 


Cambridge, . 






325 


61 


- 


1 06 


- 


Charlestown, 






494 


_ 


13 


1 14 


_ 


Chlcopee, 






4 


- 




1 50 


_ 


Citizens' (Qnincy) 
Cottage City, 


t 




67 
42 


1 
8 


" 


1 38 
1 00 


18 
08 


Dorchester, . 






2,005 


116 


- 


1 00 


. 


East Boston, 






386 


. 


16 


135 


_ 


Fall River, . 






110 


30 




1 49 


_ 


Fitchburg, . 






20 




- 


67.6 


_ 


Oloacester, . 






100 


„ 


_ 


1 00 


_ 


Haverhill, . 






202 


26 


. 


1 23 


. 


Holyoke, 






22 


_ 


. 


130 


- 


Ipswich, 






26 


3 


. 


2 00 


. 


Jamaica Plain, 






1,135 


117 


. 


1 25 


«. 


Lawrence, . 






8 


1 


. 


1 20 


. 


Lowell, . . 






906 


. 


■ 12 


100 


_ 


MarlboroDgh, . 






1 


- 




1 20 


- 


Natick, . 






5 


_ 


_ 


1 27 


_ 


New Bedford, . 






583 


55 


_ 


1 60 


40 


Newton, 






980 


26 


« 


1 72 


78 


North Adams, 






2 




- 


94 




Norwood, . 






118 


11 


_ 


2 35 


1 83 


Otis Co. (Ware), . 






1 


_ 


- 


200 


- 


Roxbnry, . 






157 


- 


-' 


1 00 


. 


Salem, . 






13 


_ 


. 


130 


25 


South Boston, 






452 


- 


10 


1 00 




Soathbridge, 
Springfield, . 
Taunton, 






1 


_ 


« 


1 15 


. 






21 


- 


1 


1 25 


- 






78 


_ 


4 


1 31 


. 


Waltham, . 






128 


_ ■ 


.' 


223 


1 02 


Williamstown (oil gas), . . 


108 


5 


- 


400 


- 


Worcester, .... 


347 


85 


"• 


1 11 


~ 



Purity op Gas. 
The law provides that when the gas of any company is 
found on three consecutive inspections to give less light 
than sixteen standard English candles^ or to contain more 
than twenty grains of sulphur or ten grains of ammonia per 
hundred cubic feet of gas, or any sulphuretted hydrogen, 
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a fine of one hundred dollars shall be paid by such company 
to the city or town supplied by it. 

The following tables exhibit the instances during the year 
1899 in which the candle-power has been found below and 
the impurities above the amount named in the statute, as 
reported to this Board by the State Inspector of Gas : — 



COMPANY. 


Candle- 
power. 


Date when 
found. 


ToUl 
Number of 
Inspections 
daring the 

Tear. 


Deficient 
candle- 
power. 


Attleborough, 
Brockton, . 
Brockton, . 
Brockton, . 
Clinton, 
Fitchburg, . 
Jamaica Plain, 








14.8 
14.8 
14.0 
18.9 
11.4 
14.5 
13.4 


Dec. 29, 
Feb. 11, 
July 8, 
Sept. 14, 
Not. 3. 
Dec. 8, 
Oct. 10, 


4 

7 

3 
5 

14 



Kind of 
Imparity. 


COMPANY. 


Qrains per 100 
Cubic Feet 


Date when 
found. 


Total 
Number of 
Inspections 
during the 

Year. 


4 

1 


Greenfield, . 
Holyoke, . 
Holyoke, . 
Holyoke, . 
Jamaica Plain, . 
Jamaica Plain, . 
Nantucket, 
North Adams, . 
Northampton, . 
Plymouth, . 
Taunton, . 
Taunton, . 
Taunton, . 
Taunton, . 
Taunton, . 
Waltham, . 








13.9 
13.3 
16.7 
22.2 
10.8 
10.8 
28.6 
11.0 
33.3 
29.4 
11.6 
15.5 
14.2 
66.7 
62.3 
10.4 


Jan. 26, 
Feb. 21, 
March 15, 
Oct. 26, 
May 12, 
June 13, 
Sept. 9, 
July 13, 
March 16, 
March 31, 
March 8, 
May 10, 
Oct. 11, 
Not. 4, 
Dec. 16, 
Nov. 14, 


2 

12 

14 

2 
8 
6 
2 
9 

6 


1 


Brockton, • 
Brockton, . 
Brockton, . 
Cambridge, 
Cambridge, 
Cambridge, 
Cambridge, 
Charlestown, 
Chelsea, . 
Clinton, . 
Gloucester, 
Holyoke, . 
Jamaica Plahi, 
Jamaica Plain, 
Newton, . 

Salem, 








23.8 
26.2 
21.3 
23.3 
27.6 
22.4 
21.2 
21.3 
81.9 
26.5 
20.9 
22.7 
23.9 
24.6 
20.1 
24.6 
24.3 


July 8, 
Sept. 14, 
Nov. 3, 
April 26, 
June 21, 
Nov. 4, 
Dec. 20, 
June 13, 
Dec. 22, 
Nov. 3, 
June 14, 
Oct. 7, 
June 13, 
Aug. 12. 
Dec. 7, 
June 29, 
Sept. 19, 


7 
37 

21 
7 
3 
6 
12 
14 

17 
6 
9 
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• 






Total 










Number of 


Kind of 


COMPANY. 


Amoant of 


Date when 


InRpectiona 


Impurity. 




Imparity. 


found. 


during 
the Tear. 




Adams 


Trace, 


Dec. 6, 


3 




Amesbury,. 






t« 


Marcb 29, 


3 




Amesbary,. 






<« 


Oct. ft. 


- 




Amesbary,. 






ti 


Dec. 15, 


- 




Arlington, . 






41 


Nov. 17. 


3 




Athol, . . 






II 


April 7, 


2 


. 


Athol, 






tl 


Dec. 6, 


- 


1 


Charlestown, . 






n 


Oct. 19, 


21 


Charlestown, . 






•1 


Nov. 3, 


- 


Clinton, . 






«i 


Nov. 3, 


3 




Fall River, 






<< 


Jan. 10, 


22 


Holyoke, . 






fl 


Oct. 7, 


12 


». 


Holyoke, . 






<l 


Nov. 15, 


- 


§ 


Jamaica Plain, . 






<l 


Nov. 21, 


14 


Lexington,. 
Lowell, 






l< 


Nov. 17, 


2 


o« 






« 


Dec. 2, 


51 


9 


Nantucket,. 






« 


June 24, 


2 


QQ 








« 


Oct. 25, 


8 




People's (Stonebam), 






<t 


Nov. 18, 


2 




Pittsfield, . 






«« 


Jan. 27, 


4 




Pittsfield. . 






If 


Sept. 27, 


- 




Plymouth, . 






fl 


March 31, 


2 




Spencer, . 






11 


Sept. 29, 


3 




Stongbton, 


l« 


Nov. 29, 


2 



A study of the inspections of the coal-gas 
during the five years from 1895 to 1899, 
the following facts : — 

1S95. 189«. 

Number of inspections made, .... 644 583 

Nnmber of companies snbject to inspection, . 69 68 
Number of companies showing deficiency in 

candle-power, 3 3 

Highest candle-power, not including ofl-gas 

companies 29.6 28.2 

Lowest candle-power, not indnding oil-gas 

companies, 14.4 14.6 

Average candle-power, not Including oil-gas 

companies 19.34 19.00 

Nnmber of companies showing snlphuretted 

hydrogen, 6 8 

Number of companies showing excess of sul- 
phur, 2 

Nnmber of companies showing excess of am- 
monia, 9 9 

Largest amount of sniphnr, . . . .21.8 19.0 
Smallest amount of sulphur, . . . . 1.7 2.8 
Average amount of sulphur, .... 9.27 8.82 

Largest amount of ammonia, . . . . 41.7 27.0 
Smallest amonnt of ammonia, . . • 1.- 1.- 
Average amonut of ammonia, . . • 2.68 2.24 



companies made 
inclusive, shows 



1S97. 


1S9S. 


ISM. 


639 


644 


681 


66 


67 


67 


5 


3 


5 


31.2 


28.1 


28.8 


14.2 


13.4 


11.4 


19.47 


20.17 


20.0 


8 


13 


16 


3 


5 


11 


6 


6 


9 


26.4 


45.1 


31.9 


1.7 


1.6 


1.7 


9.66 


9.65 


10.5 


27.5 


86.3 


66.7 


1.- 


1.- 


1.- 


2.37 


2.15 


2.54 



The inspections of the oil-gas companies showed : — 



Highest candle-power, .... 
Lowest candle-power, .... 
Average candle-power, .... 
Number showing snlphuretted hydrogen. 



1S95. 

44.6 

27.8 

33.91 

5 



1896. 

64.7 
20.4 
36.39 

4 



1§97. 

53.5 

21.0 

35.76 

3 



1898. 

58.4 

24.7 

40.11 

3 



1899. 

60.0 
22.9 
43.22 
2 
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Electric Light. 
The following table gives the names of the companies 
actively engaged in the supply of electric light on June 30^ 
1899, and the amount of capital stock, together with the 
localities supplied and the population of the same according 
to the census of 1895 : — 



CORPORATE NAME. 


Localitiea anpplled. 


Capital. 


Popnla- 
tion. 


Abington and Rockland Electric Light 
and Power Co 

Adama Electric Light and Power Co., . 

Amesbnry Electric Light, Heat and 
Power Co , 

Amherat Oaa Co., 

Andover Electric Co , .... 

Athol Oaa and Electric Co., . 

Attleborongh Steam and Electric Co., . 

Ayer Light and Power Co., 

Beverly Gaa and Electric Co, . 

Blackatone Electric Light Co., . 

Block Plant Electric Light Co., . . 

Bine Hill Electric Co., . . . . 

Boaton Electric Light Co 

Bridgewater Electric Co 

Brookline Oaa Light Co., .... 

Cambridge Electric Light Co., . 

Charleatown Gas and Electric Co., . 
Chelaea Gas Light Co., .... 
Clinton Gas Light Co 

Cottage City Gaa and Electric Light Co., 
Dedham Electric Co., . . . . 
Eaathampton Gas Co., .... 
SdlaonElectrioIllnminatingCo.of Boaton. 
Edlaon Electric lUnminating Co. of 

Brockton, 

Fall River Electric Light Co., . 
Fitchburg Gaa and Electric Co., 

Framlngham Electric Co 

Franklin Electric Light Co 

Gardner Electric Light Co., . 
Gloucester Electric Co., .... 

Grafton Electric Co., 

Great Harrington Electric Light Co., 
Green Aeld Electric Light and Power Co., 

Haverhill Electric Co. 

Hyde Park Electric Light Co., . 
Lawrence Gaa Co., 

Lee Electric Co., 

Lenox Electric Light Co 

Leominster Electric Light and Power Co., 
Lexington Gas Light Co., .... 
Lowell Electric Light Corporation, . 

Lynn Gas and Electric Co., 

Maiden Electric Co., 

Mariborongh Electric Co 

Medfield Electric Light and Power Co., . 
Medway Electric Light and Power Co., . 
Mllford Electric Light and Power Co., . 

MlUbnry Electric Co 

Milton Light and Power Co., . 
Nantncket Electric Co., .... 
Natick Gaa and Electric Co 


Abington, Rockland, . 
Adama 

Ameabnry, .... 
Amherst, .... 
Andover, .... 

Athol 

Attleborongh, . 

Ayer, 

Beverly, .... 
Blackatone, .... 
Boaton (in part),. 

Canton 

Boaton, .... 
Bridgewater, 

Brookline, Boaton (Brigh. 
ton dlatrict), . 

Cambridge 

Palmer, Monaon, Warren, . 

Charleatown, 

Chelaea, .... 

Clinton 

Cohasaet, Seitnate, . 

Cottage City, 

Dedham, .... 

Eaathampton, 

Boston, 

Brockton, .... 

Fall River 

FItehbnrg, .... 
Framlngham, Ashland, 
Tnrner*s Falls, . 
Gardner, .... 
Gloncester, Roekport, 
Grafton, Sntton, . 
Great Barrington, 
Greenfield, .... 

Haverhill 

Hyde Park.. . . . 
Lawrence, North Andover, 

Methnen, .... 

Lee, 

Lenox, 

Leominster, .... 
Lexington, .... 
Lowell, Tewksbnry, North 

Chelmsford, 

SaDgDB, .... 

Maiden, Melrose, Medford, 
Everett, .... 

Mariborongh, 

Medfield, .... 

Medway, .... 

Mllford, Hopedale, . 

MlUbnry 

Milton 

Nantncket 

Natick, Wayland, Need- 
ham, Wellealey. . . 


$76,000 
8,600 

60,800 

80,000 

86.000 
6,200 

10,000 

9,600 

80 000 

2,600,000 

16,000 

260,000 
160,000 

80"000 

eo"ooo 

8,744*000 

100,000 
860,000 

80"000 
10,000- 
80.000 
60.000 
10,000 
28,800 
30,000 
127,600 
100,000 

20~000 
20,000 
60,000 

800,000 

176,000 
80,000 
20,000 
12,000 
40,000 
17,000 
80,000 
26,000 

02,000 


9,78a 
7,88T 

9,986 

«,14fr 

8,288 
2,101 

6,08» 

4,686 

441,616 

4,686 

81,166 
81.64a 
16,084 

4,726 

7,211 

228,882 

83,166 
80,208 

11,602 
4,202 
9,182 

83.500 
8.621 
4,794 
6,229 

84.946 

11,826 

61,428 
4,066 
2,872 
9,211 

88,868 

70,076 

74,720 
14.977 
1,872 
2,918 
10,886 
6,222 
6,618 
3,016 

18,686 
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CORPORATE NAMB. 



Localities supplied. 



Capital. 



Popula- 
tion. 



New Bedford Oas and Bdison Light Co., 
Newburyport Gas and Electric Co., 
Newton and Watertown Gas Light Co., . 
North Adams Gas Light Co., . 
Northampton Electric Lighting Co., 
Orange Electric Light Co., 
Pittsfield Electric Co., . . . . 
Plymonth Electric Light Co., . 
Quinoy Electric Light and Power Co., . 
RawBon Light and Power Co., . 

Balem Electric Lighting Co 

Somerville Electric Light Co., . 
Bonthbrldge Gas and Electric Co., . 
South Hadley Falls Eleetdc Light Co., . 

Spencer Gas Co., 

Stoughton Gas and Electric Co., 
Suburban Gas and Electric Co., . . 
Suburban Light and Power Co., 

Union Electric Light Co 

United Electric Light Co., 

Uxbridge and Nortbbridge Electric Co., . 

Waltham Gas Light Co. 

Ware Electric Co 

Webster Electric Co., .... 
Westborough Gas and Electric Co., 
Weston Electric Light Co., 
Weymouth Light and Power Co., . 
Whitman Light and Power Co., 
WiDchendon Electric Light and Power 

Co 

Woburn Light, Heat and Power Co., . 

Worcester Electric Light Co., . 



New Bedford, Falrhaven, 

Newburyport, 

Newton, Watertown, . 

North Adams, . 

Northampton, 

Orange, 

Pitti>tield, Dalton, 

Plymouth, Kingston, . 

Quincy, 

Leicester, 

Salem, Peabodv, . 

Somerville, Arlington, 

Southbridge, 

South Hadley, Chioopee (in 

part), . . . 
Spencer, . . 
Stoughton, . 
Revere, Winthrop, 
Boston (in part) , 
Franklin, . 
Springfield, W. Springfield, 
Uxbridge, Northbridge, 
Waltham, . 
Ware, .... 
Webster, Dudley, " . 
Westborough, 
Weston, 

Weymouth, . . 
Whitman, . 

Winchendon, 

Woburn, Winchester 

Stoneham, 
Worcester, . 



$58,700 
46.000 

100,000 
90,000 
89,700 
26,000 

175,000 

2t0,000 



7,000 



60,000 
174,400 

20,000 
600,000 

89,400 

80,000 

25,000 
12,000 
60,000 
22,000 

12,000 

142,000 
300,000 



16,746 
6.861 

23,671 
9,708 

20,712 
3.239 

44,980 

68,716 



4,448 



11,616 

6,186 

57.647 

8,832 

7,661 

6,225 

1,710 

11,291 

6,744 

4,490 

26,612 
98,767 



In the case of the several gas companies doing electric 
lighting, their capital and the population of their districts 
will be found in the table of gas companies. 

Following are the names of the owners of electric light 
plants not owned by electric light corporations and the lo- 
calities supplied: Adams, U. S., Townsend; Chester Elec- 
tric Light Company (E. LeRoy Gardner, owner), Chester; 
Church Green Electric Light and Power Company (A. W. 
Perry, owner), Boston (in part) ; Citizens' Electric Light 
Company (A. S. Morrison and others, owners), Brain- 
tree; Charles Doughty, Randolph; Foxboro' Electric Com- 
pany (Geo. L. Allen and A. F. Bemis, owners), Foxbor- 
ough ; Greendale Chemical and Electric Lighting Company 
(William W. Carter and others, owners), Needham ; Hol- 
yoke Water Power Company, Holyoke ; Bradford Lewis 
and Son, Walpole ; Daniel F. Lehan, Taunton (limited 
area) ; Sargent Electric Co. (Wm. M. Sargent, owner), 
Ayer ; Shelburne Falls Electric Light and Power Company 
(Wilcox and Halligan, owners), Shelburne F'alls. 
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Thd following table shows the whole number of stock- 
holders in the electric light .companies, the number resident 
in Massachusetts, and the value at par of the stock held in 
the State on June 30, 1899 : — 



COMPANY. 



Whole Number 

of 
Stockholders. ' 



Namber 

reildent in 

Massachusetts. 



Value of Stock 

held in 
Massachusetts. 



AbingtoD and Rockland, . 

Adams, . . . . 

Amesbnry, 

Andover, . . . . 

Attleboroagb, . 

Ayer, . . . . 



Blackstone, 

Block Plant (Boston), 

Bine Hill (Canton)*. 

Boston, 

Bridgewator, . 



Cambridge, 

-Central Mass. (Palmer) ,^ . 

-Cohasset, . . . . 



Dedham, 



Edison (Boston), . 
Edison (Brockton), . 



Fall River, 
Framingham, . 
Franklin (Turners Falls), 

Gardner, .... 
-Gloncester, 

Orafton 

-Great Barrington, . 
Greenfield, 



Haverhill, 
Hyde Park, 

Lee« . 
Lenox, 
Leominster, 
Lowell, 



Maiden, . 
Marlborongh, 
Medfield, . 
Med way, . 
Milford, . 
Millbury, . 
Millls, 
Milton, . 



Nantncket, 
Natick, . 
Northampton, 



Orange, 



PittBfield, . 
Plymouth, 



Quincy, 



166 

7 

55 

35 

6 

6 

6 
3 

11 
794 

14 

123 
64 
27 

41 

688 
37 

121 
11 
23 

12 
11 
13 
23 



69 
6 



27 

10 

294 

72 

13 

4 

9 

8 

21 

4 
13 

6 
19 
56 



46 
6 

103 



165 
6 



3 
6 

4 
3 

10 
287 

14 

107 



560 



104 
10 
23 

12 
8 

13 
9 



5 

19 
54 



46 
6 

103 



$75,000 

7,800 

39,100 

27,500 

10,400 

6,200 

9,000 

9,500 

29,000 

1,192,500 

15,000 

213,700 
42,900 
29,000 

67,800 

3,331,100 
I 99,950 

305,000 
78,000 
10,000 

30,000 
44,600 
10,000 
6,800 
25,100 



68 


127,300 


6 


100,000 


9 


20.000 


25 


14,000 


10 


60,000 


270 


286,900 


66 


168,700 


12 


29,600 


4 


20,000 


9 


12,000 


8 


40,000 


19 


16,000 


4 


5,000 


13 


30,000 



24,500 
62,000 
64,400 

44,500 

93,800 
90,000 

89,700 



1 One-half share held out of the State. 
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COMPANY. 



Whole Number 

of 
Stoekholdert. 



Komber 

resident in 

MaMachosetU. 



Yalae of Stock 

held in 
Maseachusetta. 



Bawson (Leicester), 

Salem, .... 

Somerville, 

Soath Hadley Falls, 

Snbarban (Boston), 

Saborban (Beyeie), 

Union (Franklin), . 
United (Springfield), 
Uxbridge and Northbridge, 

Ware, .... 
Westborongh, . 
Weston, .... 
Wey month, 
Whitman, 
Winchendon, . 
Wobum, .... 
Worcester, 



148 
247 

8 
10 

6 

8 
182 
49 

64 
19 

6 
21 

3 
18 

6 
118 



142 

230 

8 

10 

6 



63 
19 

6 
21 

3 
18 

6 
116 



$25,000 

I67,40a 
190,600 

7,ooa 

174,40a 
60,000- 

100- 

453,200- 

39,400- 

28,500- 
25,000 
12,000 
50,000 
22,000 
12,000 
142,000 
294,600 



The followiDg table contains a summary of the financial 
operations of all the electric light central stations in the 
State for the year ending June 30, 1898, and for the year 
ending June 30, 1899 : — 



Tbab xvDiiiro June 30. 



1S9S. 



1899. 



Rbceifts. 
From sale of commercial arc lights, .... 

sale of commercial incandescent lights by con- 
tract, ........ 

sale of commercial incandescent lights by meter, 

sale of pnblic arc lights, 

sale of pnblic incandescent lights, 

sale of electric power, 

rent of motors, 

rent of meters, 

steam heating, 

Total, 



BXPBNSBS. 

1. Coal or other fuel, 

2. Bent of real estate nsed for plant, 

3. Oil and waste. 
Water, . 

Wages at station, . 
Station repairs. 
Steam plant repairs. 



4, 
6. 
6. 
7 
8. Electric plant repairs, 

Amounta carried forward, 



$564,593 82 

199,369 61 

1,807.045 35 

1,247,708 61 

319,671 36 

636,927 32 

4,582 25 

2,684 48 

39,196 26 



$4,821,779 06 



$673,026 98 
42,278 62 
32,843 36 
49,695 49 

493,724 25 
47,219 30 

100,976 85 
84,181 83 



$529,459 80 

203,613 27 

1,986,879 83 

1,278,571 07 

320,7% 55 

727,182 23 

6,270 89 

11,615 39 

27,814 86 



$1,523,946 68 



$5,092,113 89 



$702,925 20 
58,818 85 
33,896 44 
57,290 54 
515,001 99 
39,452 73 
112,120 67 
100,559 88 



$1,620,066 30 
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Ybab kmdino Jdmb 30. 



1«M. 



9. 
10. 



11. 

1^. 
13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 
25. 
26. 



Amounts brought forwardf . • • • . 

Expenses — Concladed. 

Apparatus and machinery, 

Wages for care of lights and meters, clerical labor 
in this department, and salary or commission 
of collectors, 

Repairs and renewals of lines, meters, lamps and 
motors 

Distribntion tools and appliances, 

Carbons, 

Incandescent lamps, 

Globes, • 

Directors' allowances, 

Salaries of officers, 

General salaries 

Bent of offices, if separate from plant, 

General office expenses, 

Taxes, 

Insurance, 

Law expenses, 

Claims, 

Bad debts, 

Incidental expenses, 



$1,523,946 68 
28,176 38 

254,761 90 

314,997 11 

4,287 79 

77,220 47 

87,302 71 

6,779 71 

7,378 30 

123,303 39 

167,389 60 

13,441 88 

72,898 40 

185,651 91 

76,918 84 

23,878 39 

1,713 92 

29.624 02 

89,769 08 



$1,620,066 30 
17,180 59 

261,319 97 

348,038 82 

6,552 23 

74.749 10 

100,650 29 

8,4.58 09 

7,365 14 

180,364 91 

190,574 02 

13,745 67 

78,027 16 

214,491 13 

83,312 78 

24,920 63 

2,521 58 

24,635 59 

72,144 41 



Total 

LeaTing an apparent net profit of 

Of this profit, the gas companies made in their elec- 
trical departments, . . . . . 

Leaving for the electric Hght companies, . 
To which should be added the income from rents, 
jobbing, etc., amounting to 

Making a total of 

Against which the following charges were made : — 

Interest, 

Dividends, 

Depreciation, 

Sundry itemo, 



$3,039,340 38 
$1,782,438 68 

251,247 86 



$3,278,118 30 
$1,813,995 59 

228,968 32 



$1,631,190 82 
651,067 47 



$1,583,027 27 
114,338 69 



$2,182,268 29 

$272,791 74 
567,235 50 
381,659 03 
704,568 97 



$1,699,365 96 

$251,647 90 
632,182 00 
340,886 96 
375,208 59 



Leaving a surplus for the year of 



$1,926,146 24 
$256,113 06 



$1,699,825 45 
$99,540 51 



Three ^ of the companies appear Dot to have earned ex- 
penses, and twenty-nine^ others have not earned sufficient 
to warrant the declaration of any dividend. 

From the above data it appears that, although the gross 
profits from electric lighting of the companies doing only an 
electric business have been about 160,000 greater last year 
than in the preceding, the great decrease in the income from 
other sources, combined with some increase in the dividends 
paid, has reduced the annual surplus about $150,000. 



Five in 1898. 



» Thirty-two in 1898. 
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In Appendix A will be found, under date of June 30, 
1899, the separate balance sheets, profit and loss and manu- 
facturing accounts of the electric companies, as taken from 
the annual returns, with corrections made by the Board after 
examination and correspondence with the officers of the 
several companies. 

Aggregates from the balance sheets of the electric compa- 
nies only, taken from the returns of 1898 and 1899, show 
the following facts : — 



June 80, 
1A08. 



Jane 30, 
1890. 



Assets : — 
Construction accoants, inclading patent rights 

and franchises, . 
Cash on hand, 
Dae for light and power, 
Other accounts due, 
Materials, etc , 
Notes receivable, . 
Investments, . 



Liabilities : — 

Capital, 

Bonds, 

Notes payable, .... 

Unpaid bills, 

Unpaid dividends, .... 
Interest due and unpaid, 
Interest accrued but not due,' 
other items, 

Reserved and depreciation funds, . 

Surplus, • • 



Of these companies — 

61 1 show an aggregate surplus of • 
5 3 show an aggregate deficit of 

Leaving total net surplus, as shown above. 
Which added to reserves carried as liabili< 
ties, 



Would show an actual surplus of. 
Equivalent to per cent, on capital of about 



$16,033,197 50 
329,248 40 
396,829 65 
142,650 18 
337,103 83 
39,815 62 
301,557 65 



117,556,458 46 
256,315 56 
427,441 17 
164,526 35 
350,913 23 
41,011 91 
291,116 71 



$17,580,402 63 

$10,377,244 92 

3,627,300 00 

1,452,054 37 

225,967 40 

76,683 75 

16,786 72 

33,479 55 

58,162 04 


$19,086,783 39 

$10,926,030 40 

3,771,200 00 

1,933,215 46 

419,282 12 

75,508 75 

11,178 65 

42,892 77 

48,920 76 


$15,866,578 75 
452,529 75 


$17,228,228 91 
550,327 05 


$16,319,108 50 
1,261,294 13 


$17,778,565 96 
1,308,227 43 


$17,580,402 63 

$1,270,290 38 
8,996 25 


$19,086,783 39 

$1,318,454 22 
10,226 79 


$1,261,294 13 
452,529 75 


$1,308,227 43 
650,327 05 



$1,713,823 88 
16.52 



$1,858,554 48 
17.01 



Fifty-seven in 1808. 



> Four in 1898. 
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The following table shows the value of the plant of each 
electric company, as assessed by the local authorities : — 



COMPANY. 



Asieased 

YRluation. 



COMPANY. 



Abington and Rockland, 

Adams, 

Amesbury, . 

AndoTor, 

Attleboroagh, 

Aver, . 

Black8tone» • 

Block Plant (Boston), 

Blae Hill (Canton), 

Boston, . 

Bridgewater, 

Cambridge, . 

Central Mass. (Palmer) 

Chester, • 

Cobasset, 

Dedbam, 

Edison (Boston), . 

Edison (Brockton), 

Fall River, . 

Foxboroagb, 

Framingham, 

Franklin (Tamer's Falls), 

Gardner, 

Gloucester, • 

Grafton, 

Great Barrington, 

Greendale (Needham), 

Greenfield, • 

Haverhill, . 

Hyde Park, . . 

Lice, • • • 

Lenox, . . • 

Leominster, • 

Lewis, B., & Son (Walpole), 



ft59,000 

11,000 

27,000 

14,300 

84,700 

400 

13,500 

1,900 

28,'2d0 

2,682,800 

16,700 

284,000 

18,700 

1.000 

2,260 

112,000 

2,922,800 

110,000 

351.200 

10,100 

40,000 

9,000 

33,176 

46,000 

2,500 

1,600 

3,600 

29,400 

100,600 

111,500 

10,600 

43^300 
6,225 



Lowell, 

Maiden, 

Marlborongh, • 

Medwaj, 

Milford, 

Millbnry, . 

Milton, 

Nantncket, • 

Natick, 

Northampton, • 

Orange, 

Plttsfield, . 

Plymouth, • 

Quincy, 

Rawson (Leicester), 

Salem, . 

Sargent, W. M. (Ayer) 

Sheibume Falls, . 

Somerville, . 

South Hadley Falls, 

Suburban (Boston), 

Suburban (Revere), 

Union (Franklin), 

United (Springfield), 

Uxbridge and Northbridge, 

Ware, . 

Westborongh, . 

Weston, 

Weymouth, 

Whitman, . 

Winchendon, 

Woburn, . 

Worcester, • 



$212,460 

193,000 
68,615 
13,077 
36,000 
15,000 
40.000 
10,000 
62,000 
41,500 
21,350 

100,500 
56,260 
89,550 
16,250 

196,000 
3,900 
2,000 

119,560 
4,500 

103,600 
65,100 
16,600 

416,900 
13,000 
24 000 
16.500 
6,000 
36,000 
23,300 
6.000 

183,750 

264,700 



The following table shows the amounts paid by the com- 
panies for taxes, including the amounts paid by the gas Com- 
panies on account of their electric plants : — 



COMPANY. 



Abington and Rockland, 

Adams, 

Amherst, 

Amesbniy, • 

Andover, 

Athol, • 

Attleborough, 

Beverly, 

Blackstone, . 

Block Plant (Boston). 

Blue Hill (Canton), 

Boston, . 

Bridgewater, 



Taxei paid. 



$1,535 85 
276 39 
190 70 
420 80 
228 81 
261 63 
639 13 
713 67 
233 91 
54 66 
470 40 

31,649 36 
264 82 



COMPANY. 



Brookline, . 

Cambridge, 

Central Mass. (Palmer), 

Charlestown, 

Chelsea, 

Chester, 

Clinton, . . • 

Cohasset, • 

Cottage City, 

Dedham, • 

Easthampton, • 

Edison (Boston), 

Edison (Brockton), • 



Taxes paid. 



$3,404 23 

4,818 68 

580 96 

1,118 30 

2,102 35 

18 00 

837 62 

236 04 

117 21 

1,862 82 

177 16 

71,800 00 

2,340 00 
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COMPAITT. 



Fall River, . 

Fitcbbarg, . 

Foxboroagb, 

Framingbam, 

Franklin (Tamer'8 Falls), 

Gardner, 

Oloacester, • 

Grafton, 

Great Harrington, 

Greenfield, . 

Hayerhill, . 

Holyoke, 

Hyde Park, . 

Lawrence, • 

Lee, 

Lenox, . 

Leominster, . 

Lewis, B., & Son (Walpole) 

Lowell, . 

Lynn, . • 

Maiden, 

liarlborongh, 

Mitford, 

Millbury, • 

Milton, • 

Nantucket, • 

Katick, . 

New Bedford, 

Newburyport, 

Newton, 

North Adams, 



Tuutptld. 



$7,685 07 

2,250 82 

164 74 

681 32 

209 84 

759 78 

871 49 

115 60 

' 161 37 

591 07 

2,895 96 

3,262 93 

1,938 25 

1,567 80 

237 09 

199 13 

968 08 

115 10 

4,884 40 

6,422 31 

3,201 09 

1,328 22 

720 57 

296 50 

379 00 

251 74 

1,310 75 

6,318 76 

993 63 

8,001 26 

485 31 



OOXPANT. 



(Ayer) 



Northampton, . 

Orange, 

Pittsfleld, . 

Flymoath, • 

Quincy, 

Randolph, • 

Rawson (Leicester), 

Salem, 

Sargent, W. M. 

Sbelbnme Palls, 

Somervilie, . 

Southbridge, 

South Hadley Falls, 

Spencer, 

Stoagbton, . 

Suburban (Boston), 

Suburban (Revere), 

Union (Franklin), 

United (Springfield), 

Uxbridge and Northbridge, 

Waltham, . 

Ware, . 

Webster, . 

Westborough, 

Westfield, . 

Weston, 

Weymouth, 

Whitman, . 

Winchendon, 

Wobum, . 

Worcester, . 



1668 60 
476 54 

1,905 19 
997 16 

1,467 99 
357 74 
380 41 

8»292 27 

600 

89 32 

2,805 86 

667 83 

101 80 

8 62 

219 05 

1,566 42 

1,008 77 
342 00 

5,342 53 
281 43 

1,025 56 
545 91 
293 22 
355 97 
501 88 
86 76 

1,041 05 
491 65 
177 67 

2,452 94 

6,461 84 



Dividends. 
The dividends declared by the several electric companies 
during the year are shown in the following table : — 



COMPANY. 



tot 
Dividends. 



Abington and Rockland, 
Adams, 
Amesbury, . 
Andoyer, . 
Attleborongh, . 
Ayer, .... 



Blackstone, 

Block Plant (Boston), 

Blue HiU (Canton), . 

Boston, 

Bridgewater, 



Cambridge, 

Central Mass. (Palmer), 

Cohasset, . 



$3,760 00 
2,516*00 

600 00 

1 143,908~60 

15,000 00 
1,20000 



* No dividend declared. 

1 One and one-half per cent, on $2,098,900 and four and one-half per oent. on $2,600,000. 
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GOMPANT. 



Bate Per 
Gent. 



Amount of 
Difldendt. 



Dedham, . 

EdiBon (Boston), 
Edison (Brockton), 



Fall River,. . . . 
Framingham, • 
Fianklin (Tamer's Falls), 



Gardner, . 
Oloncester, . 
Grafton, . 
Great Barrington, 
Greenfield, • 



Hayerliill, . 
Hyde Park, 



Lee. . , 

Lenox, 

Leominster, 

Lowell, 



Maiden, 
Marlborough, 

Medfield, . 

Medway, • 

Milford, . 

Millbory, • 
MUton, 



Vantncket, . 

Katick, 

Northampton, 



Orange, 

Pittsfield, 
Plymouth, 



Qnincy, 

Rawson (Leieester), 

Salem, . • 
Someirille, • 
Soath Hadley Falls, 
Saborban (Boston), 
Bnbnrban (Revere), 



Union (Franklin), • 
tJnited (Springfield), . 
Uxbridge and Northbridge, 

Ware, 

Westborongh, . 

Weston, .... 

Weymonth, 

Whitman . • • • 

Winchendon, 

Wobnm 

Worcester, • • . . 



8 
6 

7 

m 



8 

4 



6 



12 

4 



7 



8 

4 



6 
3 
3 

6 

•. 

6 
8 



$2,400 oe 

299,520 00 
6,000 00 

10,760 00 

700*00 

2,450 00 

40o'oe 

1,200 00 

10,200 00 
4,000 00 

900 00 
1,200 00 

7,500"00 

1 9,853 50 



•8,452 00 
2,348 00 



7,000 00 
4,485 00 



14,000 00 
8,000 00 



80,000 00 



1,420 00 
750 00 
360 00 

1,320~00 

6,000"00 
24,000 00 



* No dividend declared. 

* Three per cent, on $140,300, one and one-half per cent, on $178,000, and one and one- 
half p«r cent, on $176,000. 

> Eight per cent, on $24,300 special stock and four per cent, on $37,700 ordinary stock. 
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The following table shows the number of electric lights of 
various candle-powers which represent the electric lighting 
capacity of all the companies June 30, 18963897, 1898 
and 1899 : — 



10 candle-power, 
15 



16 
20 
4,000 
2,000 
1,200 
1,600 
1,500 
800 



ISSNI. 1807. 1S9S. 1§99. 

600 600 600 600 

836 836 836 836 

414,450 464,450 500,500 668,456 

2,400 2,400 800 800 

6 6 6 6 

12,113 12,579 13.529 17,141 

11,522 12,622 14,450 13,984 

160 160 160 160 

35 85 35 85 

70 70 70 70 



The following table shows the number of boilers, their 
total rated horse-power, the number of engines and the total 
rated horse-power of the same, and the number of dynamos 
for light and power of the different companies on June 30 
last : — 







1^ 


2i 


il 


1 


Maximum Dtnamo 
Capacity. 


POWKB 
ORNERATOB8. 


COBfPANY. 


If 


6i 


1 




Abington and Rockland 


, 4 


600 


3 


726 


7 


f 198 
4,h:»0 


1,200 
16 


»3 


500 


Adams, 

Adams, U. 8. (Towns- 
end), 

Amherst, . 


2 

M 
2 


150 

50 
250 


2 

1 
2 


225 

50 
290 


6 

1 
3 


135 
1 S.OiJO 

240 
r 45 

a. 100 


1,200) 
16 

16 

1,200) 

16 


>3 


180 


Amesbnry, . 


3 


375 


3 


435 


5 


f 105 


1,200 
16 


«4 


248 


Andover, 


3 


350 


2 


440 


3 


50 
2,650 


1,200) 
16 


- 


- 


Athol, • 


2 


300 


3 


440 


2 


r>o 

I.WK) 


1,200 
16 


*2 


240 


Attleboroagb, 


•2 


400 


2 


300 


7 


^55 

l.uOO 


1,200 
16 


2 


160 


Ayer, . 
Beverly, 


2 


208 


1 


175 


•1 
4 


no 

r i:i5 

<)i)0 


16 

1,200) 

16 


1 


90 


Blackstone, . 


2 


150 


2 


215 


4 


1)5 


2,000 
16 


- 


- 


Block Plant (Boston) 


. 3 


273 


3 


287 


3 


2,300 


16 


1 


40 



^ Operated by company, belonging to 

street railway company. 
4 Operated by company, one belonging to 

street railway company. 
> Plant not in operation. 



> Also one water-wbeel, 30 H. P. 

> Operated by company, tbree belonging 

to street railway company. 
» Also two water.wbeels, 79 H. P. 
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52i 


ll 


1 
1 


ll 


^1 

1 


Maximum Dyhxmo 
Capaoitt. 


POWICB 

Gknkhators. 


COMPANY. 


1^ 

|2 


ill 


Sz< 




Blue Hill (Canton), . 


2 


183 


2 


185 


3 


f flO 


2,000 > 
16 


. 


_ 


Boston, 
Bridgewater, 


44 
2 


10,250 
200 


89 

1 


16,742 
80 


'124 
2 


\ mo 
1 K,6S0 


16) 
1,200 
2.000) 
2,000 > 

16^ 


7 


1,661 


Brookline, . 


8 


1,526 


7 


2,660 


17 


(;ho 


2,000; 
16 


2 


125 


Cambridge, . 


9 


1,350 


8 


1,776 


21 


13,iuo 


1,200 
16 


4 


343 


Central Mass. (Palmer) , 


»2 


250 


1 


250 


6 


S 225 
; 4,000 


1,200 
16 


•2 


300 


Charlestown, 
Chelsea, 


5 
4 


625 
1,050 


6 
6 


790 
1,004 


6 
11 


610 
f 350 
1 5,4M 


2,000 
1.200 I 
161 


2 
3 


300 
412 


Chester, 

Church Oreen (Boston), 

Clinton, 


8 
2 


770 
250 


6 
2 


15 
685 

325 


I 
6 


240 

6,a^o 

f 90 

1 2,&r*o 


16 ' 
16 
1,200) 
16 


- 


- 


Cobasset, . 
Cottage City, 


2 

1 


350 
125 


2 
2 


180 
190 


3 
3 


2,aoo 

f 60 
50 


16 
1,600 1 
1,200 f 


- 


- 


Dedham, 

Eastbampton, 
Edison (Boston),. 

Edison (Brockton), . 


2 

1 
23 

6 


220 

60 
6,709 

720 


2 

1 
36 

8 


200 

45 
8,450 

925 


4 

1 
74 

20 


GO 

IQKrm 

[ U5 
315 

9,mo 


1,200 
16 { 

1,200 
16 

2,0001 

1,200 1 
16 J" 


1 


B- 


Fall River, . . . 
Fitchburg, . 


12 
4 


1,400 
400 


13 
4 


2,690 
460 


31 
10 


1 HHfi 

\ 1H8 

22,2iO 

f 470 

4.67() 


16 1 
2.000) 
1,200 \ 

16] 
1,200 I 

16 


2 


156 


Foxborough, 

Framingham, 
Franklin (Turner's 
Falls), . . . 

Gardner, 


2 
2 

8 


200 
250 

260 


1 
2 

4 


150 
250 

375 


1 
9 

2 

6 


2,000 
\ 5,400 

5 m 

} GiK) 
k 240 
? 4,200 


16 
1,200 ) 

16 
2,000 > 

10^ 
1,200) 

16 


«1 


200 


Gloucester, . 
Grafton, 


3 

»2 


375 
120 


3 

1 


900 
75 


9 
1 


S 490 

? 3,800 

1,000 


1,200; 
16 S 
16 


1 


100 


Great Barrington, 


8. 


- 


- 


- 


•6 


( 35 
? 9,470 


1,500 
16 


- 


- 


Greendale (Needham), 


10 _ 


- 


1 


126 


1 


2,000 


16 


- 


- 


Greenfield, . 
Haverhill, . . . 


2 

4 


600 
600 


3 
2 


626 
1,000 


8 
11 


90 

3,450 

r 370 

120 

[ 5,000 


1,200 , 

16 < 

2,000) 

1,200 \ 

16 J 


3 


100 
624 



1 FoDf of these are 3-phase of 30,000 light * Also four water-whcolfi, 510 H. P. 



capacity each. 
* Gaa engine aoppUed by gasoline. 
» 100 B. P. 

7 One water-wheel, 109 H. P. 
^ Two dynamoa leased and two not in use. 



s Operated by company, belonging to street 
railway company. 

• Two water-wheels, 100 II. P. 

« Two water-wheels, 760 H. P. 

^0 Steam supplied from chemical depart- 
ment. 
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1 


ii: 


9i 


7 


^ 


Maxjmum Dtnamo 


POWKB 










Uapacitt. 


OKHhRATORS. 


COMPANT. 


1^ 


111 


a 
















T 496 


2,000) 






Holyoke, 


>6 


825 


2 


800 


24 


300 
[ 3,000 


1,200 I 
16 j 


1 


100 


Hyde Park, . . . 


10 


1,676 


5 


1,200 


8 


V 250 
i 3,900 
r 610 
. 320 
11,080 
1 800 


2,000 > 

16 S 

2,000) 


6 


970 


Lawrence, . 


9 


1,142 


10 


1,325 


29 


1,200 1 
16 f 


- 


- 














20J 






Lee 


«2 


225 


2 


*it>5 


3 


1.950 


16 


- 


- 


Leban, D. F. (Taun- 




















ton) 


2 


120 


3 


130 


3 


1,160 


16 


- 


- 


Lenox,. 


»_ 


. 


. 


* 


- 


- 


- 


- 


- 


Leominster, . 


3 


450 


3 


600 


7 


5 276 
} 3,960 


1,200 > 
16 ( 


M 


250 


Lewi8&Son(Walpole), 


ft. 


. 


- 


- 


2 


l.OOOl 16 


- 


- 


Lexington, . 


2 


200 


2 


1S6 


3 


( 60 
} 1,500 


1,200 ; 

16 S 


- 


- 


Lowell,. 


7 


889 


4 


2,300 


20 


f 1,050 
j 10,666 
r 830 


2,000) 

16 
2,000 


3 


460 


Lynn, .... 


8 


1,000 


5 


2J0O 


20 


^ 400 
(18,600 
\ 625 
? 14,600 


1,200 
16 


4 


206 


Maiden, . . . 


9 


1.125 


7 


i;jio 


14 


1,200 ; 

16 


3 


141J 


Marlborongb, 


3 


375 


4 


420 


7 


S 150 
> 4,600 


1.200; 
16 S 


- 


- 


Medfleld, . . . 


3 


450 


3 


€40 


4 


1,800 


16 


- 


- 


Medway, 


«_ 


- 


- 


- 


1 


1,000 


16 


- 


- 


Milford, . . 


2 


160 


3 


sro 


6 


i 95 
? 6,600 


1,200) 
16} 


1 


17 


Millbury, . . . 


2 


130 


2 


lOO 


3 


J 95 
? 650 


1,200; 
16 S 


- 


- 


Minis, .... 




» 


1 


fiO 


72 


1.000 


16' 


- 


- 


Milton 


2 


300 


2 


360 


3 


4,000 


16 


. 


- 


Morrison and others 




















(Braintree), . 


8. 




. 


- 


2 


m 


16 


- 


- 


Nantncket, . 


2 


205 


2 


ISO 


4 


i 75 
J 1,150 


1,200 > 
16? 


- 


- 


Natick,. . . 


•3 


376 


2 


mi 


5 


\ 120 
? 6,200 
f 570 


1,200; 
16^ 

2,0001 


4 


535 


New Bedford, . 


7 


978 


6 


1,450 


37 


. 118 
1 100 
i 14,040 


1,200 1 

1,600 f 

16 J 


8 


160 


Newburyport, 


2 


250 


3 


285 


6 


/ 210 
400 


1,200 
16 


1 


35 


Newton, 


6 


1,210 


3 


955 


12 


J 370 
i 8,000 


1,200 
16 


- 


- 


North Adams, . 


3 


450 


2 


750 


7 


5 450 
i 8,000 


1,200 
16 1 


- 


- 


Northampton, 


3 


450 


3 


70U 


10 


290 
} 2,950 


1,200 
16 f 


1 


55 


Orange, 


10 2 


120 


2 


186 


4 


J 60 
{ 3,150 


1,200 
16 j 


- 


- 



1 Also four water-wbeelB, 1,120 H. P. 

* Current bought delivered at wires of 

oompany. 

* Power rapplied from paper mill of Brad- 

ford Lewis & Boo. 
> Power supplied from mills of Morrison 
Bros. 



9 Also one water-wheel, 145 H. P , rented. 

* Operated by company, owned by street 

railway company. 

* One water-wheel, 66 H. P. 
7 Plant not in operation. 

* Also four water-wheels, 430 H. P. 
^ Three water-wheels, 408 H. P. 
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1 


il 




ll 




Maximum Dtstamo 


POWEB 




Gapaoitt. 


OBNKRATUB8. 


COMPANT. 


;. 
P 


g5S. 


1 




Pittsfield, . . 


5 


760 


7 


920 


7 


f 270 
10.800 


1,200 
16 


. 2 
2 


90 

1. 


Pljmoath, . 


2 


850 


3 


625 


4 


S 160 
} 1,000 


1,200 
16 f 


3 


830 


Quincy, 


3 


376 


5 


700 


9 


f 300 
I 5,800 


1,200) 
16} 


2 


130 


Raodolpb, . 


2 


260 


3 


390 


6 


1 80 
} 4,450 


2,000 > 
1«S 




- 




•2 


230 


2 


210 


2 


8,000 


16 


- 


- 


Salem, .... 


8 


1,000 


4 


1,360 


24 


j 410 
1 16,600 


2.000; 
16 5 


4 


480 


Sargenti W. M. (Ayer), 


1 


160 


1 


100 


1 


1,000 


16 


- 


- 


8helbarne Falls, . 


t. 


" 


~ 


- 


1 


1,200 


16 
4,000) 


" 


~ 


Somerville, . . . 


4 


1,000 


6 


990 


18 


716 
1 6,800 


1,200 i 
16) 


1 


25 


SoathbridgQ, 


3 


335 


4 


611 


4 


J 100 
1 1,600 


1,200) 
16} 


*8 


830 


8oatb Hadley Falls, . 


«. 


- 


1 


100 


2 


1.400 


16 


- 


- 


Spencer, 


- 


- 


•3 


45 


2 


60 


1,200 


- 


- 


Stoaghton, . 


1 


60 


1 


60 


1 


, .1? 


800 


- 


- 


Sabarban (Boston), . 


10 


895 


6 


1,150 


17 


( 455 
? 9,650 


2,000) 
16 1 


6 


210 


Sabnrban (Revere), . 


4 


640 


3 


695 


8 


J 310 
7,300 


1,200) 
16 [ 


- 


- 


Union (Franklin), 


2 


350 


3 


225 


6 


90 
t 1,800 


1,200) 

16; 


- 


- 


United (Springfield), . 


»7 


1J60 


3 


1,660 


>18 


1,350 


1,200 


6 


469} 


Uxbridge and North- 












( 120 


1,200) 
16 






bridge, . 




8 


335 


2 


210 


6 


3,600 


- 


~ 


Waltbam, . 




6 


781 


4 


1,025 


8 


245 
3,950 


1,200 > 
16 S 


6 


360 


Ware, . 




1 


126 


1 


125 


3 


80 
1 1,000 


1,200 

16 r 


- 


- 


Webster, . 




2 


200 


8 


350 


4 


r 80 
1,600 


1,200) 
16 [ 


*2 


200 


Westborongh, 




2 


160 


2 


160 


4 


60 
2,650 


1,200) 
16 f 


- 


- 


Westfield,' .* 




3 


240 


3 


290 


7 


213 
1,150 


2,000) 
16 1 


- 


- 


Weston, 




10 . 


_ 


2 


226 


2 


2.600 


16 


- 


- 


Weymouth, . 




3 


400 


3 


445 


4 


12,000 


16 


- 


- 


Whitman, . 




2 


2-)0 


1 


250 


4 


f 100 
1,660 


1,200) 
16 [ 


- 


- 


Winchendon, 




- 


- 


"1 


90 


2 


60 
1 1,200 


1,200) 
16 . 




- 


Wobom, 




3 


900 


4 


1,450 


2 


14,000 
r 1.025 


16 
2,000] 


6 


680 


Worcester, . 




8 


1,200 


4 


2,200 


20 


720 


1,200 


3 


400 














(15.000 


16) 







1 160 H. P. 

> One water-wheel. 85 H P. 

* Operated by company, owned by street 

railway company. 
f Three water. wheels, 2,835 H. P. 
» On May 31. 
u Also one water-wheel, 150 H. P.. leased. 



« Two water-wheels. 80 H. P., all power 
purchased of street railway company. 
> Steam and water power bought. 

* Gas envines. 

• These ibeiude six alternators, 1.940 K.W. 
10 Steam supplied by Weston Water Co. 



The following table shows the quantities of coal and other 
materials used by the several companies during the year of 
the returns : — 
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u 



n 



131 



Abington and Rocklandi 

Adams, . • . 

Adams, U. S. (Townsend), 

Amherst, 

Amesbnry, 

Andover, 

Athol, . 

Attleboroagb, . 



Beverly, . 
Black stone, . 
Block Plant (Boston), 
Blue Hill (Canton), 
Boston, . 
Bridgewater, . 
Brookline, 



Cambridfre, . 

Central Mass. (Palmer) 

Charlestown, • 

Chelsea, . 

Chester, . 

Cbarch Green (Boston), 

Clinton, . 

Cohasset, 

Cottage City, . 



Dedham, 



Easthampton, 
Edison (Boston), . 
Edison (Brockton), 

Fall River, . 
Fitchbnrg, ^ . 
Foxborough, . 
Framingham, . 
Franklin (Turner's Falls), 

Gardner, • 

Gloucester, 

Grafton, . 

Great Barrinston, . 

Greendale (Needham), 

Greenfield, 



Haverhill, 
Holvoke, 
Hyde Park, 



Lawrence, 

Lee 

Lehan, D. T. (Taunton) 

Lenox, . 

Leominster, . 

Lewis & Son (Walpole), 



2,330 
516 
1 - 

532 

1,306 

510 

811 

1.3:^8 

216 

352 

1,818 

629 

• 38,825 

809 

4,274 

6,304 

251 

1,879 

8,299 

4 . 

3,700 
215 
363 
151 

748 

78 

28,314 

8,762 

5,816 

1,176 

291 

• 1,070 

• _ 

1,162 
1,396 

• . 

' »9 

1,076 

1,837 

80 

4,571 



4,176 
146 
600 

10 _ 

1,797 

11 - 



539 



123 

162 



35 
15 



195 



11,062 
176 



100 



126 



> 3,325 



160 



270 



271 



749 



•780 



7,816 
61,000 

6J00 
3A,323 
10,281 
12,600 
23,000 

87,000 
6,250 
1,688 
4,870 
2,743,551 
8.699 
286,568 

398,520 

26,065 

2.54.530 

122.000 

2,250 
33.177 

10,584 

17,226 

7.200 

65,107 

232,400 

473.000 

190,000 

164 

10,370 

10,000 

30.600 
80,000 



21,000 

152,722 

3l0,t 00 

63,496 

200,369 



64,000 



^ Power Bupplied from mills of U. S. 

Adams. 
4 465 gallons gasoline for rnnniDg engine. 

• Also 350 tons sparks. 
7 Water power leased. 

• Also 264 tons dast. 

^ Carrent boaght delivered at wires of com- 
pany. 



9 Bushels. 

> Also 1,609 loads of shavings valued at 

$905.40. 

> Operated by water power. 

• Power parchttHed from chemical depart- 
ment. 

" Power supplied from mills of Lewis & 
Bon. 
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COMPANT. 



ti 






Lexington, 
Loweli, . 
Lynn, 



Maiden, . • • • 

Marlboroagb, . 

MedBeld, 

Medway, 

Milford, .... 

Millbury, 

Milton 

Morrison and others (Braintree), 



NantQcket, 
Natick, . 
New Bedford* . 
Newbnryport, 
Newton, . 
North Adams, 
Northampton, 



Orange, . 

Pittsfield, 
Plymouth, 

Qnincy, . 



Randolph, 
Rawson (Leicester), 

Salem, . . . 
Sargent, W. M. (Ayer), 
Shelbnme Falls, . 
Somerville, 
Sonthbridge, . 
South Hadley Falls, 
Spencer, .... 
Stonghton, 
Suburban (Boston), 
Suburban (Revere), 

Union (Franklin), . 
United (Springfield), . 
Uxbridge and Northbridge, 



Waltham, 
Ware, . 
Webster, . 
Westborough, 
Westfield, »o . 
Weston, . 
Weymouth, . 
Whitman, 
Winchendon, . 
Woburn, 
Worcester, 



6,426 
3,377 

2,723 
689 
102 

702 
334 

967 
222 

405 

■1,904 

* 2,625 

488 

748 

467 

1,504 



5,133 
2,000 

1,323 

650 



4,250 
162 

9 . 

3,922 
1,306 

T . 
8_ 

140 

•5,491 

1,963 

714 
842 
778 

2,496 
321 
934 
642 
306 
11 . 

1,761 
601 
11 . 

4,764 
4,864 



2,628 
309 



210 



614 
31 



188 

•4,543 

2,236 



13 



225 



2,271 



771 



244 



10.000 

1 - 

439,600 

119,326 
28,239 



27,650 
9,830 



8,600 
9,000 
146,485 
46,000 
114,375 
118,000 
60,650 

12,670 

36,080 
4,040 

32,300 

12,000 



159,980 

1,400 

241,715 

26,250 

18,000 

16,000 

14.5.998 

62,650 

9,343 

630.719 

4,000 

74,757 
18,000 
27,500 

9,000 

41,800 

76 

8,473 
15,709 

8,275 

48,760 

640,000 



^ No record, 
s Also 600 tent spark t. 
' Chaldrons. 
* Power parchased. 

> 1,024,920 feet of gas used in gas engine. 
" To June 1, 1899. 



s Operated by water power. 

4 Also 1,049 tons dust and 507 tons pea and 

dust. 
T Steam and water power bought. 
* Also 6 tons sparks. 
^^ Water power leased. 
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The following table shows the total length of wire ; the 
length of underground conduit, the length of the wires in 
the same ; the number of poles set and the length of streets 
with overhead wires of each company, on June 30 last : — 



COMPANY. 




ofUnder- 
dCondait 




|5 


!l 


of street 
Oyertiead 
1 (Feet). 




ii 


Ill 


Length 
in ( 
(Feet 




P 


AbiDgton and Rockland, . 


416,300 


_ 


^ 


1,604 


^ 


170,760 


Adams, .... 


177.122 


- 


— 


210 


- 


60,000 


Adams, U. S. (Townsend), 


7,196 


. 


_ 


20 


1 


6,696 


Amherst 


209,000 


- 


- 


400 


140 


40,000 


Amesbnrj, .... 


226,240 


- 


- 


372 


24 


73*920 


AndoTor, .... 


102,756 


* 


* 


617 


6 


37,000 


Athol, 


90,260 


. 


. 


460 


- 


81.680 


Attleboroogh, . 


273,060 


- 


- 


403 


42 


132,200 


Ayer, 


4,800 


- 


- 


20 


6 


2,120 


Beyerly, .... 


233,739 


_ 


_ 


703 


„ 


94,989 


Blackstone, . 


176,472 


- 


- 


887 


- 


61,000 


Block Plant (Boston), 


48,433 


- 


- 


- 


- 


- 


Bine Hill (Canton), . 


402,814 


m. 


• 


830 


63 


106,876 


Boston, .... 


7,641,077 


235,642 


3,072,402 


2,157 


228 


1 . 


Bridgewater, 


101,480 


. 


. 


213 


. 


96,360 


Brookline, .... 


1,653,690 


13,290 


27,866 


1,877 


322 


289,126 


Cambridge, .... 


1,939,424 


« 


_ 


3,016 


134 


311,500 


Central Mass. (Palmer), . 


629,680 


- 


- 


1.845 


60 


200.750 


Charlestown, 


228,600 


- 


- 


316 


- 


47,620 


Chelsea 


763,611 


- 


. 


1,472 


» 


196,360 


Chester, .... 


12,116 


- 


_ 


30 


4 


3,600 


Chnrch Qreen (Boston), . 


10,767 


4,171 


10,767J 


- 


- 


- 


Clinton, .... 


266,736 




. 


737 


— 


98,000 


Cohasset, .... 


360.410 


. 


- 


942 


28 


105,498 


Cottage City, 


416,306 


- 


- 


137 


65 


39,600 


Dedham, .... 


919,797 


- 


- 


1,610 


- 


245,620 


Easthampton, 


86,700 


_ 


. 


240 


« 


85,700 


Edison (Boston), 


1,836,866 


441.594 


1,835,866 


~ 


- 


- 


Edison (Brockton), . 


982,214 


19,623 


75,084 


2,074 


16 


279,900 


Fall River, .... 


1.220.205 


34,176 


185,050 


1,960 


60 


369.600 


Fitchburg, .... 


695,750 


. 


- 


1,095 


16 


141,600 


Foxborongh, 


94,644 


- 


- 


308 


10 


ni^'SS 


Framingham, • . • 


636,864 


- 


- 


1,139 


113 


206,920 


Franklin (Turner's Falls),. 


18,600 


- 


- 


99 


8 


10,800 


Gardner, .... 


274.464 


_ 


. 


499 


90 


66,500 


Gloucester, .... 


808,900 


. 


• 


-2,081 


25 


700,000 


Grafton, .... 


230,126 


_ 


• 


668 


10 


84,710 


Great Barrington, 
Oreendale (Needham), . 


266.987 


- 


. 


398 


71 


96,400 


113,626 


- 


- 


77 


7 


93,400 


Greenfield, .... 


176,307 


- 


- 


381 


26 


85,101 


Haverhill, .... 


567,994 


„ 


_ 


885 


10 


361,120 


Holyoke, .... 


390,100 


. 


. 


1.279 


25 


123.600 


Hyde Park, . . . 


474,364 


- 


- 


1,005 


63 


103,980 


Lawrence, .... 


1,421,164 


12,864 


66,584 


2,733 


36 


367,971 


Lee 


276,012 


- 


- 


602 


12 


76,760 


Lehan, D. F. (Taunton), . 


8,000 


320 


8,000 


~ 


*" 


"■ 



^ Unknown. 



uigitizea 



by Google 



1900.] 



PUBLIC DOCUMENT — No. 35. 



149 



coMPAinr. 




ofUnder- 
d Conduit 


of Wires 
iondnit 


11 


^1 

IS 
P 


- ^ 

III 




ii 


Length 
(Feet 


Length 
In C 
(Feel 


III 


Lenox 


43,426 


43,426 


43,426 


^ 


_ 


^ 


Leominster, 


682,119 


76 


150 


798 


16 


97,607 


Lewis & Son (Walpole), . 


178.850 




. 


366 


- 


79,200 


Lexington, . . . • 
Lowell 


142,400 


. 


_ 


612 


38 


68,080 


095.990 


. 


. 


1 . 


1. 


1 . 


Lynn, 


2.090,945 


- 


- 


4,600 


- 


628,000 


Maiden, .... 


3,042,581 


1.000 


1,200 


8,000 


22 


732,000 


Marlboroagh, . 


288,596 


- 


. 


834 


60 


105,833 


Medfield, .... 


88,045 


. 


. 


281 


. 


32.000 


Medwaj 


171,600 


- 


. 


160 


. 


86,800 


Milford, .... 


196,423 


. 


. 


611 


12 


60,900 


Millbnry 


110,686 


. 


- 


182 


4 


,2i»*I2 


Milton, .... 


677,572 


. 


. 


1,060 


20 


187,440 


Morrison and others (Brain- 














tree), .... 


19,830 


- 


- 


- 


25 


376 


Nantncket, .... 


195,420 


. 


„ 


416 


6 


61.200 


Natick, .... 


607,530 


- 


_ 


700 


60 


95.040 


N^w Bedford, . 


983,006 


10,273 


36,763 


1,312 


60 


' 185,866 


Newburyport, . 


176,035 


- 




498 


- 


87,480 


Newton, .... 


1,748,636 


- 


- 


4,651 


- 


661,000 


North Adams, . 


469,650 


. 


. 


650 


100 


90.000 


Northampton, . 


496,330 


- 


- 


797 


74 


147,260 


Orange, .... 


221,262 


- 


- 


589 


41 


69,116 


Pittsfield, . ... . 


1,021,578 


1,076 


_ 


1,676 


104 


226,780 


Plymouth, .... 


239,550 




- 


480 


27 


68,467 


Quincy, .... 


818,479 


- 


- 


2,150 


20 


226,000 


Randolph, .... 


202.420 


^ 


^ 


689 


«, 


80,620 


Kawson (Leicester), . 


214,899 


- 


- 


642 


10 


70,200 


Salem,^ .... 


1,165.313 


^ 


^ 


2,073 


69 


263.600 


Sargent, W.M. (Ayer), . 


6,760 


. 


. 


26 


8 


o^'SSS 


Shelbarne Falls, . 


168,800 


• 


. 


260 


4 


32,000 


Somerville, .... 


1,767,020 


. 


- 


2,982 


66 


862.882 


Sonthbridge, 

South Hadley Falls, . 


176.065 


. 


- 


472 


• 


77,166 


73,000 


. 


. 


360 


21 


*Jl»SS 


Spencer, .... 


42,501 


- 


. 


400 


4 


40.000 


Stonghton, .... 


100.320 


« 


. 


300 


_ 


69,906 


Suburban (Boston), . 
Suburban (Revere), . 


426,850 


8,615 


9,700 


30 


147 


62,000 


885,365 


- 




1,616 


46 


267,476 


Union (Franklin), 


209.145 


« 


. 


89S 


42 


67,600 


United (Springfield), . 
Uxbridge and Northbridge, 


2,223,802 
265,685 


26,732 


104,824 


1,770 
690 


43 


430,242 
74,770 


Waltham, .... 


429,400 


^ 


^ 


976 


60 


116,570 


Ware, . 




86,610 


• 


,. 


307 


27 


21,500 


Webster, . 




134,060 


. 


. 


666 


2 


66,500 


Wesiborough, 




153,444 


. 


. 


874 


- 


66,267 


Westfield,' . 




129,011 


. 


. 


443 


14 


68,814 


Weston, . 




462.000 


. 


. 


740 


60 


123,760 


Weymouth, 




636,693 


. 


- 


1,262 


12 


199,058 


Whitman, . 




222,000 


. 


. 


650 


14 


75,000 


Winchendon, 




179.676 


1,034 


1,034 


362 


47 


45,456 


Woburn, 




1,746.036 


-. 


-. 


2,793 


176 


615.300 


Worcester, .... 


1,891,379 


19.916 


382,396 


4,605 


~ 


436.634 



' No record. 



s On May 81. 
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• The following table shows the number of motors furnished 
on arc, incandescent and power circuits, not including fun 
motors, nor those for street railways, and the number of single 
and double arc lamps, June 30, 1899 : — 



COMPANY. 









215 









as 



gs 



mS 



H 



all 



all 
ill 



Abington and Rockland, 

Adams, . • • • 

Adams, U. S. (Townsend), 

Amherst, 

Amesbary, . 

Andover, 

Athol, . 

Attleborongh, 

Ayer, . 



Beverly, 
Biackstone, . 
Block Plant (Boston), 
Blue Hill (Canton), 
Boston, . 
Bridgewater, 
Brookline, . 



Cambridge, . 

Central Mass. (Palmer] 

Cbarlestown, 

Chelsea, 

Cbehter, 

Church Green (Boston) 

Clinton, 

Cohasset, 

Cottage City, 

Dedham, • • 



Eastbampton, 
Edison (Boston), . 
Edison (Brockton), 

Fall River, . 

Fitch burg, . 

Foxborougb, 

Framingham, 

Franklin (Turner's Falls), 

Gardner, 

Gloucester, • 

Grafton, 

Great Barrington, 

Oreendale (Needham), 

Greenfield, . 



Haverhill, 
Holyoke, 
Hyde Park, 



Lawrence, 

Lee, 

Lehan, D F. (Tannton), 

Lenox, . 

Leominster, . 



16 



25 
1481 

35 

167 



13 



41 
5 

49 
113 



46 



31 
36 
24 
10 

4 



234 

1 

10 



744 
26 

28 



14 
151 
3,475i 
233} 

836 
50 
47 

2074 



40 
37 
26 
47 
264 
35 
14 



83 
86 



2,629 
62 

137 



31 

62 



320 
2 



7,5041 
331V6 

450 
153 



254 



49} 

846 
138i 



478 



40 

109 
164 

47 

176 



92 

2,810 

433 

593 
107 
226 
237 

45 



44 

302 

652 
264 

44 



18 

191 
256 
161 

255 



15 



1,497 
13 
44 

12 



1,791 
80 

96 



28 



103 



64 



77 



74 
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COMPANT. 


II 


§1 

'is 

0=3 


III 




"52 

i 


Sit 

ill 






X 


aSa 


a 




s? 


Zt 


^^*^ 


Lewis & Sod (Walpole), . 


. 


_ 


. 


. 


_ 


. 


" 


Lexington, 

Lowell, 


« 


. 


. 


. 


. 


37 




_ 


. 


173 


1,099 


388 


363 


. 


Lynn, 


- 


2 


90 


603 


229 


511 


- 


Maiden, 


_ 


6 


27 


142} 


_ 


303 


51 


Marlborough, .... 


-. 






- 


12 


49 


35 


Medfield 


. 


• 


. 


_ 


— 


— 


-> 


Medway, 


- 


- 


- 


- 


- 


- 


- 


Milford, 


. 


10 


. 


53 


79 


— 


wm 


Millbury, 


- 


- 


- 


- 




36 


- 


Milton, 


. 


1 


. 


2 


. 


— 


— 


Morrison and others (Braintree), 


- 


- 


- 


- 


- 


- 


- 


Nantucket, 


^ 


„ 


_ 


„ 


39 


„ 


_ 


Natick 


. 


_ 


7 


19 


. 


19 


7 


New Bedford 


- 


69 


43 


373* 


170 


233 


34 


Newburyport, .... 


- 


39 


- 


50 


166 


7 


- 


Newtun, 


. 


3 


. 


7 


_ 


222 


17 


North Adams, .... 


« 


20 


- 


131 


119 


153 


1 


Northampton, .... 


- 


- 


54 


184% 


167 


23 


- 


Orange 


- 


- 


- 


- 


32 


15 


2 


Pitte6eld, 


^ 


1 


37 


3271 


115 


38 


47 


Plymouth, 


- 


- 


12 


306 


5 


- 


- 


Quincy, 


- 


- 


22 


128 


- 


100 


.- 


Randolph, 


^ 


3 


2 


70 


_ 


22 


« 


Rawson (Leicester), . 


- 




- 




- 


- 


- 


Salem, 


^ 


6 


85 


453| 


45 


227 


93 


Sargent, WM.(Ayer), . . 
Sheibnrne Falls 


. 


. 


. 


. 


- 




- 


« 


. 


. 


« 


4 


- 


- 


Somerville, 


- 


19 


31 


1601 


21 


492 


8. 


Southbridge, 

South Hadley Falls, . 


« 


« 


_ 


. 


97 


2 


3 


- 


- 


> 


- 




- 


- 


Spencer, 


- 


- 


- 


- 


73 


- 


— 


Stoughton, 


_ 


. 


. 


. 


70 


- 


- 


Suburban (Boston), • . , . 
Suburban (Revere), . . 


_ 


. 


167 


706 


265 


37 


- 


- 


- 






112 


162 


- 


Union (Franklin), 


_ 


_ 


_ 


_ 


44 


7 


« 


United (Springfield , . . 


1 


- 


137 


7824 


383 


736 


- 


Uxbridge and Northbridge, . 


- 


- 


- 


- 


72 


- 


- 


Waltham 


„ 


_ 


55 


211 


97 


95 


23 


Ware, 


» 


. 






54 


16 


- 


Webster, 


« 


. 


. 


. 


16 


59 


. 


Westborough, .... 


- 


- 


. 


- 


31 


- 


- 


Westfield,* 


« 


_ 


_ 


. 


31 


72 


m. 


Weston 


« 


3 


« 


9 


1 


_ 


. 


Weymouth, 


. 




- 




34 


- 


- 


Whitman, 


. 


« 


m. 


_ 


44 


27 


. 


Winchendon, .... 


. 


_ 


. 


- 


14 


18 


- 


Wobum, 


. 


- 


23 


1634 


_ 


. 


160 


Worcester, 


~ 


*" 


126 


558 


185 


631 


134 



1 Oo May SI. 



The following table shows the number of commercial lights 
of the different kinds installed, and the number of customers 
for each kind, on June 30 last : — r^ 1 
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Cases pending before the Boabd. 

Petition of the Revere and Winthrop Gas Company for 
approval of an issue of new stock. 

Petition of Hyde Park Electric Light Company for ap- 
proval of an issue of new stock and of bonds. 

Petition of Block Plant Electric Light Company for ap- 
proval of an issue of new stock and of bonds. 

Appeal of People's Gas and Electric Company of Stone- 
ham from the action of the selectmen of Reading, refusing 
to grant said company permission to lay mains in the streets 
of said town. 

Petition of Boston Pneumatic Transit Company for ap- 
proval of an issue of new capital stock. 

Petition of the Municipal Light Board of the town of 
Hudson for authority to sell electric light at less than cost. 

Petition of Milford Electric Light and Power Company 
for approval of an issue of new stock. 

Petition of customers of the Dedham and Hyde Park Gas 
and Electric Light Company for reduction in the price of 
gas. 

Petition of the Plymouth Electric Light Company for 
approval of an issue of bonds. 

Petition of the Clinton Gas Light Company for approval 
of an issue of new stock and bonds. 

Petition of the Edison Electric Illuminating Company of 
Brockton for approval of an issue of bonds. 

Petition of the Amesbury Electric Light, Heat and Power 
Company for approval of an issue of bonds. 

Petition of the Norfolk Electric Light and Power Com- 
pany for approval of an issue of stock and bonds. 

Petition of the Norwood Gas Light Company for authority 
to engage in the business of supplying electric light and 
power. 

Appeal of Union S. Adams from a decision of the select- 
men of the town of Townsend in favor of A. D. Fessenden. 

Petition of the mayor of Fall River for a reduction in 
price of gas supplied by the Fall River Gas Works Com- 
pany. 
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186 GAS AND ELECTRIC LIGHT, [Jan. 1900, 

Petition of the Lynn Gas and Electric Company for ap- 
proval of an isBue of new stock. 

Petition of Marblehead Gas and Electric Light Company 
for approval of an issue of bonds. 

Petition of the Chicopee Gas Light Company for approval 
of an issue of new capital stock. 

Petition of Lexington Gas and Electric Company for ap- 
proval of an issue of stock and bonds. 

Petition of the United Electric Light Company of Spring- 
field for approval of an issue of new stock. 

Respectfully submitted, 

FORREST E. BARKER. 
MORRIS SCHAFF. 
CHAS. H. GIFFORD. 

Jam. 3, 1900. 
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APPENDIX A, — COMPANIES- 



BALANCE Sheets, Manufacturing and Peofit and Loss 
Accounts, to Jiine 30, 1899. 

[From the returns made as corrected by the Board.] 



ABINGTON and ROCKLAND, THE ELECTRIC LIGHT AND POWER 

COMPANY OF. 

Assets. 

Real estat f 25,642 14 

Steam plant 27,399 02 

Electric plant, 20,623 39 

Electric lines 21,238 38 

Meters, 4,352 43 

Doe for light and power, 3,039 31 

Fael on hand, 292 60 

Carbons on hand 42 20 

Oil and waste on hand 22 06 

Fixtures on hand, 235 72 

Horses, wagons, etc., 268 03 

Sundry accounts due the company, 18 68 

Office ftimiture 240 89 

Cash on hand, 826 06 

Total assets, as per books of the company, f 104,240 71 

Liabilities. 

Capital stock f 75,000 00 

Bonds issued 25,000 00 

Unpaid bills 1,090 25 

Interest accrued but not due, 312 60 

Total liabilities, as per books of the company, .... f 101,402 76 

Profit and loss balance 2,837 96 

fl04,2407l 
Manufaoturimo Aoooxtnt. 

Da. Cb. 
Operating expenses : 

At station, f 15,022 76 

For distribution 2,771 86 

management, 3,637 32 

taxes and incidentals, • • . 2,258 60 

f 23,690 52 

Income from sale of light and power f 37*554 62 

Balance to profit and loss 13,864 00 

937,554 52 $37,564 52 

uigiTizea Dy vji\^OQlC 
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PRoriT AKS Loss Account. 



Balance Jone 90, 1898, • 
Balance of mannf actnring account, . 

Interest paid, 

Dividends declared, . . . . 

Depreciation, 

Balance June 30, 1899, • 



Db. 


Ci. 




$4,029 86 




13,864 00 


$2,332 33 




8,750 00 




8,973 67 




2,837 96 




$17,893 86 


$17,893 86 



8,705 37 


1,366 60 


690 00 


1,667 45 


1,817 61 


798 40 


70 00 


20 00 


18 90 


200 00 


7 93 


23 25 



ADAMS ELECTRIC LIQHT AND POWER COMPANY. 

Assets. 

Real estate, $4,222 36 

Steam plant, 11,816 31 

Electric plant, 9,847 49 

Electric lines, 

Transformers, 

Meters, 

Arc lamps, 

Incandescent installation, 

Due for light and power, 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Other materials on hand, 

Sundry accounts due the company 

Cash on hand, 

Total assets, as per books of the company, $41,260 47 

Liabilities. 

Capital stock, $8,600 00 

Notes payable, 14,968 63 

Unpaid bills, 16,130 33 

Total liabilities, as per books of the company, $38,698 86 

Profit and loss balance 2,661 61 

$41,260 47 
Manvfaotubino Account. 

Dr. Cs. 

Operating expenses : 

At station, $3,638 70 

For distribution 2,292 12 

management, 29 30 

taxes and incidentals, . • . 487 64 

$6,447 76 

Income from sale of light and power, • . • • $8,284 76 

Balance to profit and loss, 1,836 99 

$8,284 76 $8,284 76 

PSOFIT AND Loss AOOOUNT. 

Db. Cr. 

Balance June 30, 1898, $1,157 82 

Balance of manufactaring account, 1,836 99 

Interest paid, $333 20 

Balance June 30, 1899, 2,661 61 

$2,994 81 $2,994 81 
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ADAMS GAS LIGHT COMPANY. 

ASSBTS. 

Real estate, $21,677 77 

Machinery and mannfacturing appliances, . . . 

Street mains, 

Meters, 

Due for gas, 

Gas coal on hand, 

Purifying materials on hand, 

Other gas materials on hand, 

Stoves on hand, 

Office furniture 

Cash on hand, ^ . . . • 

Total assets, as per books of the company, $43,940 09 

Liabilities. 

Capital stock, $17,300 00 

Unpaid bills, 91 85 

Total liabilities, as per books of the company, .... $17,391 85 
Profit and loss balance, 26,548 24 



8,000 00 


6,201 87 


1,893 00 


685 97 


93 70 


100 00 


303 75 


100 00 


230 00 


4,654 03 



$6,448 44 



$43,940 09 
Manvfactubing Aocottnt. 

Dr. Cb. 

Operating expenses : 

At works, $4,353 29 

For distribution, 669 63 

management, 706 27 

taxes and incidentals, ... 719 25 

Income from sale of gas $10,778 80 

Balance to profit and loss, 4,330 36 

$10,778 80 $10,778 80 
Profit and Loss Acoount. 

Db. Cs. 

Balance June 30, 1898 $25,544 49 

Balance of manufacturing account, 4,330 36 

Rents, 106 00 

Jobbing, 27 39 

Dividends declared, $3,460 00 

Balance June 30, 1899 26,548 24 



$30,008 24 $30,008 24 



U. S. ADAMS (TOWNSEND). 

MaNUFAOTUBIITG A0C0I7NT. 

Operating expenses : 

At station, $183 47 

For distribution, 14 13 

management, 00 

taxes and incidentals, ... 4 20 



Db. Cb. 



$201 80 



Income from sale of light and power, .... $399 39 

Balance to profit and loss 197 59 



$399 39 

uigitizea oy %;j\^' 
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AMESBURY ELECTRIC LIGHT, HEAT AND POWER COMPANY. 

A8SBTS. 

Real estate, ^11,281 68 

Steam plant, 13,814 37 

Electric plant, 20 J22 63 

Electric line 8,420 45 

Transformers, 1,U4 33 

Meters, 792 86 

Arc lamps 1,363 87 

Dae for light and power, 4,044 84 

Fnel on hand ^ 463 00 

Carbons on hand, . . . .^ 120 89 

Oil and waste on hand, 42 73 

Incandescent lamps on hand, 44 45 

Globes on hand 24 60 

Other materials on hand 202 47 

Fixtures on hand, 607 62 

Snndry accounts due the company, 950 31 

OfiQce fnmitnre, 199 66 

Cash on hand, 526 97 

Notes receivable, 818 40 

Investments, mill property, 42,270 64 

Insurance, 899 13 

Total assets, as per books of the company, f 108,725 69 



Liabilities. 

Capifel stock, $50,300 00 

Notes payable 51,250 00 

Unpaid bills 1,281 79 

Unpaid dividends, 628 75 

Total liabilities, as per books of the company, .... $103,460 54 

Profit and loss balance 5,265 16 



Mantjfaotukino Account. 



$108,725 69 



Db. Ob. 



Operating expenses : 

At station, $10,531 70 

For distribution, 1,157 03 

management, . . . . • 369 87 

taxes and incidentals, ... 957 87 

$13,006 47 

Income from sale of light and power $20,219 87 

other sources, 239 75 

Balance to profit and loss, • 7,453 15 



$20,459 62 $20,459 62 
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Peopit and Loss Account, 

db* Cb* 

Balance June 30, 1898, ^4,629 22 

Balance of mannfactnring account, 7,453 15 

B«nte, 50 00 

Other items of income, 267 22 

Interest paid, ^1,413 80 

Dividends declared, 2,515 00 

Depreciation, 3,078 92 

Other items, 26 72 

Balance Jane 30, 1899 5,265 15 

912,299 59 ^12,29919 



AMESBURY AND SALISBURY GAS COMPANY. 
Assets. 

Real estate, ^2,500 00 

Machinery and manufacturing appliances, 32,981 50 

Street mains, 17,592 96 

Meter 1,053 00 

Due for gas, 1,381 21 

Gas coal on hand, 1,034 25 

Enrichers on hand, 165 48 

Purifying materials on hand, 10 80 

Office furniture, 80 00 

Cash on hand, 2,563 17 

Total assets, as per books of the company, 959,362 37 

Profit and loss balance, ^7 63 

$60,000 00 
Liabilities. 

Capital stock, $60,000 00 

Total liabilities, as per books of the company, $60,000 00 

Manufacturing Account. 



Operating expenses : 

At works, $4,592 82 

For distribution, 848 19 

management, 1,068 93 

taxes and incidentals, ... 568 79 



Da. Cb. 



$7,078 73 



Income from sale of gas, ....... $9,305 33 

Balance to profit and loss, 2,226 60 

$9,305 33 $9,305 33 

Profit and Loss Account. 

Db. Cb. 

Balance of manufacturing account, .... $2,22660 

Dividends declared, $2,400 00 

Other items, 464 23 

Balance June 30, 1899, 637 63 



$2,864 23 $2,864 23 
Digitized by VjOOQ IC 
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AMHERST GAS COMPANY. 

A88BT8. 

Real estate (gas) $545 00 

Machinery and manufactnring appliances (gas), 6,175 00 

Street mains (gas), 4,940 00 

Meters (gas) 1,000 00 

Doe for gas 877 90 

Oas coal on band, 80 00 

Enrichers on hand, 180 00 

Other gas materials on band, 110 00 

Real estate (electric), 7,658 00 

Steam plant (electric), 17,273 00 

Electric plant, 8,692 00 

Electric Ihies, 13,894 00 

Transformers, 2,680 00 

Meters (electric), 2,479 00 

Arc lamps, 950 00 

Due for electric light and power, 2,270 40 

Fuel on hand (electric), 1,400 00 

Oil and waste on hand, 50 00 

Other electric materials on band 81191 

Sandry accounts due the company, 656 04 

OfiQce furniture, 270 00 

Cash on hand, 703 27 

Insurance 160 00 

Total assets, as per books of the company $73,745 61 

Liabilities. 

Capital stock, $40,000 00 

Notes payable, 21,000 00 

Unpaid bills, 2,659 63 

Total liabilities, as per books of the company, .... $63,659 63 

Profit and loss balance 10,085 98 

"$73"745 61 

Db. Gb. 



Manvfaotvring Account. 



$2,634 86 



Operating expenses (gas) : 

At works, 

For distribution, .... 

management, .... 

taxes and incidentals, . 

Operating expenses (electric) : 

At station, 

For distribution, .... 
management, .... 
taxes and incidentals, . 

7,802 91 

Income from sale of gas, • $3,401 27 

sale of electric light and power, . . . 13,546 76 

Balance to profit and loss : . 

Oas 766 41 

Electric, 5,74386 

$16,948 03 $16,948 SO 

uigitizea oy vj\^'OQlC 



$1,875 56 


843 45 


220 60 


195 35 


$4,692 85 


1,117 60 


1,335 88 


766 68 
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Pbovit and Loss Account. 

Db. 

Balance Jane 30, 1898, 

Balance of gas manafactaring account, .... 
Balance of electric manufacturing account, . 

Interest paid, ^1,083 94 

DivideDds declared, 1,850 00 

Depreciation, 3,670 06 

Balance June 30, 1899 10,085 98 



Cr. 
f 10,179 72 
766 41 
5,743 85 



$16,689 98 $16,689 98 



ANDOVER ELECTRIC COMPANY. 
Assets. 

Real estate, $12,414 01 

Steam plant, 13,480 82 

Electric plant, 15,926 74 

Electric lines, 9,468 09 

Transformers, 2,709 89 

Meters 3,185 07 

Arc lamps, . 2,083 84 

Due for light and power, 1,195 13 

Fuel on band, 11 85 

Carbons on hand, 68 00 

Oil and waste on hand, 23 40 

Incandescent lamps on hand, 107 20 

Globes on hand, 19 80 

Other materials on hand, 313 23 

Fixtures on hand, 56 86 

Horses, wagons, etc., 85 25 

Office furniture, 71 50 

Cash on hand, 58 53 

Insurance, 189 75 

Total assets, as per books of the company, $61,458 96 

Liabilities. 

Capital stock $30,000 00 

Bonds Issued, 22,000 00 

Notes payable, 8,690 60 

Interest accrued but not due, 636 24 

Total liabilities, as per books of the company, .... $61,326 84 

Profit and loss balance, 132 12 

$61,458 96 
Manupaoturino AocorNT. 

Db. Cr. 
Operating expenses : 

At station, $4,696 96 

For distribution, 2,871 79 

management, 1,567 60 

taxes and incidentals, ... 858 92 

$9,995 27 

Income frcm sale of light and power $12,432 93 

Balance to profit and loss, 2,437 66 

$12,432 93 $12,432 93 
Digitized by VjOOQ IC 
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Protit and Loss Acoorwr. 

Db. Cs. 

Balance June 30, 1898, " ^2,626 77 

Balance of manufactaring acconnt, 2,437 66 

Jobbing, 678 49 

Interest paid, ^1,639 17 

Depreciation, 8,870 63 

Balance June 30, 1899, 132 12 

95,641 92 ^5,641 92 



38,915 21 


4,181 66 


3,809 20 


840 00 


206 23 


128 75 


3,649 53 



ARLINGTON GAS LIGHT COMPANY. 
Assets. 

Real estate, ^13,678 37 

Machinery and manufactaring appliances^ 30,449 11 

Street mains, 

Meters, . . . . ' 

Due for gas, 

Gas coal on hand, 

Enrichers on hand, 

Office furniture, 

Cash on hand, 

Total assets, as per books of the company, ^95,858 05 

LlABILITIBS. 

Capital stock, ^70,000 00 

Notes payable, 10,000 00 

Unpaid dividends 2,126 00 

Amounts due from the company, not included aboTe, .... 162 00 

Total liabilities, as per books of the company, ^82,288 00 

Profit and loss balance 13,570 05 

995,858 05 
Manufactubimo Account. 

Dr. Cr. 

Operating expenses : 

At works, 98,803 94 

For distribution, 1,957 46 

management, 2,139 66 

taxes and incidentals, . . • 1,198 51 



Income from sale of gas, . 

residuals, . 

other sources. 
Balance to profit and loss, 



914,099 67 



Profit and Loss Account. 



Balance June 30, 1898, . 
Balance of manufacturing account, . 
Interest paid, . . . . , 
Dividends declared, . . . . 

Depreciation, 

Other items, 

Balance June 30, 1899, 





917,788 60 




1,228 38 




78 00 


4,995 41 




919,094 98 


919,094 98 


Dr. 


Cr. 




912,337 64 




4,995 41 


9262 76 




1,400 00 




1,500 00 




600 14 




13,570 05 





917,332 95 917,332 95 
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ATHOL GAS AND ELECTRIC COMPANY. 

Assets. 

Real estate (gas)» ^9,000 00 

Machinery and mannfactnrlng appliances (gas) 

Street mains (gas), 

Meters (gas), 

Dae for gas, 

Oas coal on hand 

Enrlchers on hand, 

Other gas materials on hand, 

Stoves on hand, 

Real estate (electric), 

Steam plant (electric), ." 

Electric plant, 37,467 70 

Electric lines, 

Transformers, 

Meters (electric), 

Arc lamps, 

Due for electric light and power, 

Fael on hand (electric), 

Carbons on hand, 

Oil and waste on hand, 

Other electric materials on hand 

Electric fixtures on hand, 

Sundry accounts dne the company, 

Cash on hand, 

Total assets, as per books of the company, ^107,789 80 

Liabilities. 

Capital stock, $40,000 00 

Bonds issued, 40,000 00 

Notes payable, 21,000 00 

Total liabilities, as per books of the company, .... $101,00000 
Profit and loss balance 6,78980 



18.605 35 


18,074 02 


2,500 00 


724 06 


78 00 


876 00 


200 00 


40 00 


1,560 00 


9,135 13 


37,467 70 


5,519 84 


687 40 


561 07 


1,200 00 


959 82 


295 14 


55 99 


51 95 


100 00 


118 98 


45 67 


454 68 



Manufaotvbino Account. 

Operating expenses (gas) : 

At works, . . . . . • $3,806 66 

For distribntion 492 17 

management, ..... 1,168 30 

taxes and incidentals, ... 324 82 

Operating expenses (electric) : 

At station $5,422 10 

For distribution 1,373 19 

management, 900 26 

taxes and incidentals, ... 608 89 



$107,789 80 
Db. Cb. 



$5,781 95 



8,304 44 



Income from sale of gas, $8,196 79 

sale of electric light and power, . • . 11,249 72 

Balance to profit and loss : 

Gas, 2,414 84 

Electric 2,946 28 

$19,446 51 $19,446^1 

uigitizea oy vjv^OQlC 
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Fropit and Loss Aocottnt. 

Ds. Ck. 

Balance June 30, 1898, ^5, 166 78 

Balance of gas manufactaring account, .... 2,414 81 

Balance of electric mannfactdring account, . . . 2,945 28 

Interest paid, ^3,337 10 

Other item 400 00 

Balance June 30, 1899 6,789 80 

^10,526 90 ^10,626 90 



ATTLEBOROUGH GAS LIGHT COMPANY. 

ASSBTS. 

[Dec. 31, 1898.] 

Real estate, ^18,824 87 

Machinery and manufacturing appliances 

Street mains, 

Meters, . 

Due for gas, 

Gas coal on hand, 

Coke on hand, 

Tar on hand 

Purifying materials on hand, 

Other materials on hand, . . ^ 

Stoves on hand, 

Fixtures on hand, 

Sundry accounts due the company, 

Office furniture 

Cash on hand, 

Inyestments 

Total assets, as per books of the company 985,794 86 



Liabilities. 

Capital stock, ^46,400 00 

Total liabilities, as per books of the company, .... ^46,400 00 

Profit and loss balance 39,394 86 



28,098 80 


16,744 99 


4,022 23 


5,216 45 


2,362 60 


60 00 


478 00 


131 63 


416 67 


76 50 


99 79 


717 87 


355 38 


4,224 40 


3,965 04 



Manttpaoturiko AccorKT. 

[To Dec. 31, 1898.] 

Operating expenses : 

At works, . . . . . . ^5,680 01 

For distribution 131 80 

management, 1,304 86 

taxes and incidentals, . . . 1,056 74 



985,794 86 



Db. c^ 



98,173 41 



Income from sale of gas, 911,809 83 

residuals, 1,659 69 

other sources, 1 20 

Balance to profit and loss, 5,297 31 

913,470 72 913,470 72 

uigitizea oy vjv^'OQlC 
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Profit and Loss Account. 

Balance Jane 30, 1898, 

Balance of manafactnring account, .... 

Interest receiyedy 

Rents, 

Jobbing acconnt, • 

Other items of income, 

Dividends declared, 

Balance Dec. 81, 1898, 



Db. 


Cr. 




935,737 76 




6,297 81 




82 60 




124 00 




72 86 




1,328 88 


93,248 00 




39,394 86 




942,642 86 


942,642 86 



ATTLEBOROTJGH GAS LIGHT COMPANY CORPORATION 
Assets. 

Real estate, 

Machinery and mannfactorfng appliances, 

Street mains, 

Meters, 

Dne for gas, 

Gas coal on hand, 

Coke on hand, 

Tar on hand, 

Purifying materials on hand 

Other materials on hand, . 

Stoves on band, 

Fixtures on hand, 

Sundry accounts due the company, 

OflSce furniture, 

Cash on hand, 

Investments, 



926,007 27 


28,105 23 


17,403 04 


4,228 70 


3,402 78 


1,512 00 


6 00 


330 00 


108 40 


639 09 


99 16 


62 01 


708 80 


355 38 


4,165 34 


4,584 34 



Total assets, as per books of the company 990,607 60 

Liabilities. 

Capital stock 946,400 00 

Unpaid bills 170 47 

Total liabilities, as per books of the company, .... 946,570 47 

Profit and loss balance, 44,037 03 

990,607 60 



Manupacturino Account. 

[From Dec. 31, 1898.] 

Operating expenses : 

At works, 96,066 76 

For distribution, 72 78 

management, 1,247 06 

taxes and incidentals, ... 100 82 



Ds. Cb. 



96,487 41 



Income from sale of gas, 911,559 60 

residuals, 1,653 07 

Balance to profit and loss, 6,625 26 

913,112 67 913,112 67 

uigitizea Dy XwJV^'OQlC 



xiv GAS AND ELECTRIC LIGHT. [Jan. 



PBOriT AND Loss ACCOUNT. 



Balance Dec. 31, 1898, 

Balance of manufacturing account, . 

Interest recelTed, . . • . 

Rents, 

Jobbing account, . • . . 
Dividends declared, . . . . 

Other Items, 

Balance June 90, 1899, . 



Db. 


Cb. 




$39,394 86 




6,625 26 




93 40 




156 00 




116 34 


92,820 00 




28 83 




44,037 08 




$46,385 86 


$46,385 86 



ATTLEBOROUGH STEAM AND ELECTRIC COMPANY. 

Assets. 

Real estate, $15,885 99 

Steam plant, 21,911 58 

Electric plant, 8,991 44 

Electric lines, 18,597 33 

Transformers, 4,035 00 

Meters, 1,610 03 

Arc lamps, 2,661 00 

Water power plant, 2,500 00 

Due for light and power, 2,147 47 

Fuel on hand, 406 60 

Carbons on hand, 86 52 

Oil and waste on hand, 35 70 

Incandescent lamps on hand, 115 01 

Globes on band, 44 40 

Other materials on hand, 968 63 

Motors on band, 345 07 

Electric fixtures on hand, 664 77 

Sundry accounts due the company, • 1,080 90 

Office furniture 213 69 

Cash on hand, 95 33 

Total assets, as per books of the company, $82,296 51 

LlABILITIBS. 

Capital stock, $35,000 00 

Notes payable, 29,084 44 

Unpaid bills, 5,824 04 

Total liabilities, as per books of the company, .... $69,908 48 

Profit and loss balance, 12,388 03 

$82,296 51 
Manufacturing Account. 

Db. Cb. 
Operating expenses : 

At station, $10,049 78 

For distribution, 978 30 

management, 1,286 43 

taxes and incidentals, . . • 667 88 

$12,982 39 

Income from sale of light and power, .... $18,311 05 
Balance to profit and loss, ...... 5,328 66 

$18,311 05 $18,311 05 
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Profit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, $8,974 92 

Balance of manufacturing account, 6,328 66 

Rem 179 00 

Other items of income, 112 67 

Interest paid, $1,670 78 

Depreciation, • . . . 373 78 

Other items, 162 66 

Balance June 30, 1899, 12,388 03 

$14,595 26 $14,595 25 



AYER LIGHT AND POWER COMPANY. 
Assets. 

Electric plant, $1,300 00 

Electric lines 700 00 

Total assets, as per books of the company, $2,000 00 

Profit and loss balance 4,200 00 

$6,200 00 
Liabilities. 

Capital stock, $6,200 00 

Total liabilities, as per books of the company, .... $6,200 00 



BAY STATE GAS COMPANY. 

Assets. 

Real estate, machinery and manufacturing appliances and street mains, $2,319,689 98 

Meters, 659 75 

Due for gas, 220,620 48 

Gas coal on hand 16,495 30 

Tar on hand, 539 77 

Enrichersonhand, 18,728 72 

Purifying materials on hand 873 15 

Other materials on hand, 18,671 63 

Gas on hand 735 75 

Horses, wagons, etc., 1*373 50 

Sundry accounts due the company 39,756 13 

Cash on hand, 1,119 02 

Notes receivable, • . 7,400 00 

Total assets, as per books of the company, $2,646,663 18 

Liabilities. 

Capital stock $2,000,000 00 

Notes payable, 250,000 00 

Unpaid bills 143,713 22 

Amounts due from the company, not included above, . . • • 219 52- 

Total liabilities, as per books of the company, .... $2,393,932 74 
Profit and loss balance 252,730 44 

$2,646,663 18 
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Manufacturing Account. 



Dk. Ck. 



Operating expenses : 

At works, 9308,317 81 

For distribation, 2,154 60 

management, 2,739 55 

taxes and incidentals, . . . 24,532 62 

$337,744 68 

Income fi-om sale of gas, $602,985 85 

residuals, 8,924 62 

Balance to profit and loss, 274,165 89 



$611,910 47 $611,910 47 

Profit and Loss Account. 

Dr. Cs. 

Balance Jane 30, 1898, $233,868 43 

Balance of manufacturing account, .... 274,165 89 

Interest paid, $20,343 88 

Dividends declared, 225,000 00 

Depreciation, 9,960 00 

Balance June 30, 1899, 252,730 44 

$508,034 32 $508,034 32 



BEVERLY GAS AND ELECTRIC COMPANY. 

ASSBTB. 

Real estate (gas), $25,993 37 

Machinery and manufacturing appliances (gas), ..... 10,02959 

Street mains (gas), 25,934 12 

Meters (gas), 6,004 40 

Due for gas, 4,069 61 

Oas coal on hand, 150 40 

Coke on hand, 48 00 

Tar on hand, 170 00 

Enrichers on hand, ... - 11 38 

Stoves on hand, 181 45 

Oas fixtures on hand 23 81 

Real estate (electric), . 14,914 11 

Steam plant (electric) 19,388 21 

Electric plant, 22,292 47 

Electric lines, 25,149 74 

Transformers, 2,262 60 

Meters (electric), 1,289 02 

Arc lamps, 650 00 

Due for electric light and power 2,124 43 

Carbons on hand, 56 00 

Oil and waste on hand, 16 65 

Incandescent lamps on hand, 20 67 

Globes on hand 17 44 

. Sundry accounts due the company, 472 14 

Office furniture, 883 73 

Cash on band, 3,165 53 

Investments, 500 00 

Total assets, as per books of the company, $165,707 67 
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LlABILITIBS. 

Capital stock, ^92,000 00 

Bonds issued, 11,800 00 

Unpaid biUs, , . 886 65 

Deposits, 85 00 

Total liabilities, as per books of the company, .... 9104,771 65 
Profit and loss balance 60,936 02 

^166,70767 
Manufacturing Account. 

Db. Cr. 

Operating expenses (gas) : 

At works, $8,130 95 

For distribution, . . . . . 990 78 

management, 2,829 30 

taxes and incidentals, . . . 1,009 87 

$12,960 90 

Operating expenses (electric) : 

At station, $5,171 46 

For distribution, 664 86 

management, 3,149 43 

taxes and incidentals, . . . 1,292 52 

10,278 27 

Income Arom sale of gas, $20,162 72 

residuals, 2,225 87 

other sources (gas), 22 53 

sale of electric light and power, . . 16,701 44 

other sources (electric), .... 365 95 

Balance to profit and loss : 

Gas, 9,449 72 

Electric, 6,789 12 

$39,478 01 $39,478 01 
Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $54,288 32 

Balance of gas manufacturing account, .... 9,449 72 

Balance of electric manufacturing account, . . . 6,789 12 

Interest received, 178 14 

Rents, 30 00 

Jobbing, Ill 10 

Other items of income, 4 37 

Interest paid, $709 75 

Dividends declared 9,200 00 

Other items, 6 00 

Balance June 30, 1899, 60,936 02 

$70,850 77 $70,850^ 



BLACKSTONE ELECTRIC LIGHT COMPANY. 

ASSBTS. 

Real estate $3,718 71 

Steam plant, 7,382 90 

Electric plant 3,975 11 

Electric lines 9,916 87 

Transformers, 900 50 

Meters, 864 03 

Arc lamps, 1,266 28 
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Dae for light and power, . 

Fuel on hand, 

Carbons on hand, . . . . 
Oil and waste on band, . 
Incandescent lamps on band, . 
Globes on band, .... 
Other materials on hand, . 
Horses, wagons, etc-. 
Sundry accounts dae the company, 
Office fnmitnre, . . . . 
Insurance 



1864 86 


1,124 68 


33 66 


19 60 


461 46 


16 00 


671 46 


160 00 


416 04 


44 27 


109 77 



Total assets, as per books of the company f 31,924 83 

LlABILITIBS. 

Capital stock, ^10,000 00 

Notes payable, 17,640 00 

Unpaid bills 4,106 67 

Total liabilities, as per books of the company, .... ^31,746 67 
Profit and loss balance, 179 26 

931,924 83 
Manvfactvbino Account. 

Dr. Gb. 

Operating expenses : 

At station, $3,761 26 

For distribution, 1,122 63 

management, 236 94 

taxes and incidentals, ... 604 13 

$6,613 86 

Income from sale of light and power, .... $7,474 74 

other sources, 60 00 

Balance to profit and loss, 1,920 88 



$7,634 74 $7,634 74 
Fbofit and Loss Aooount. 

Dr. Or. 

Balance June 30, 1898, $163 19 

Balance of manufacturing account, 1,920 88 

Wiring account, 120 29 

Other items of Income, 1 16 

Interest paid $1,161 26 

Dividends declared, 600 00 

Depreciation, 276 00 

Balance June 30, 1899, ....... 179 26 

$2,206 61 $2,206 61 



THE BLOCK PLANT ELECTRIOiI.IGHT COMPANY. 

A88BT8. 

Steam plant, $16,866 90 

Electric plant, 6,414 12 

Electric lines, 4,406 60 

Meters, 680 76 

Arc lamps, . , 1,022 48 

Due for light and power, 4,664 16 

Fuel on hand, 46 00 

Oil and waste on hand, . ^ 1 60 

Incandescent lamps on hand, 86 64 

Other materials on hand, ^ 96 89 
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Office furniture, $42 50 

Cash on hand, 90 86 

Notes receivable, 696 99 

Total assets, as per books of the company, $33,894 88 

Liabilities. 

Capital stock, $9,600 00 

Notes payable 16,300 00 

Unpaid bills 189 86 

Totalliabilities, as per books of the company $26,989 36 

Profit and loss balance 7,905 03 



Manupaoturino Account. 

Operating expenses : 

At station, $9,881 16 

For distribation, 696 13 

management, 2,678 80 

taxes and incidentals, . . . 317 77 



$33,894 88 
Dr. Cs. 



$13,373 86 



Income from sale of light and power, .... $16,906 23 

other sources, 2,680 24 

Balance to profit and loss, 6,214 61 



$18,688 47 $18,688 47 
Pbopit and Loss Account. 

Db. Cr. 

Balance Jane 30, 1898, $3,640 81 

Balance of manafiictiiring account 6,214 61 

Jobbing, 65 06 

Interest paid, $995 06 

Other item 20 40 

Balance June 30, 1899, ....... 7,90603 



$8,920 48 $8,920 48 



BLUB HILL BLECTRIC COMPANY. 

ASSBTS. 

Heal estate, $3,81880 

Steam plant, 10,508 32 

Electric phint 16,777 46 

Electric lines, 30,937 62 

Transformers 2,364 63 

Meters 473 34 

Arc lamps, 1,600 00 

Due for light and power 2,059 16 

Fuel on hand, 26 60 

Carbons on hand, 22 60 

Oil and waste on hand, 32 60 

Incandescent lamps on hand, 16 80 

Globes on hand, 8 60 * 

Other materials on hand, 347 65 

Horses, wagons, etc., 389 60 

Sundry accounts due the company, 246 06 

Office furniture, 80 00 

Cash on hand, 263 76 

Totalassets, as per books of the company, ($68,871 30 ...^ 
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Liabilities. 

Capital stock $30,000 00 

Bonds issued, 20,000 00 

Notes payable, 9,260 28 

Unpaid bills 1,940 75 

Total liabilities, as per books of the company, .... $61,191 03 
Profit and loss balance 7,680 27 

$68,871 30 
Manvfactubino Account. 

Dr. Cr. 

Operating expenses : 

At station, $6,698 64 

For distribntion, 1,296 28 

management, 262 39 

taxes and incidentals, . . 1,140 32 

$8,386 63 

Income firom sale of light and power, .... $11,234 12 

Balance to profit and loss, 2,847 49 

$11,234 12 $11,234 12 
Profit and Loss Account. 

Dr. Cr. 

Balance Jnne 30, 1898, $6,966 86 

Balance of mannfactaring account, 2,847 49 

Jobbing, 182 94 

Other items of income, 86 00 

Interest paid, . $1,402 02 

Balance June 30, 1899, 7,680 27 

$9,082 29 $9,082 29 



BOSTON ELECTRIC LIGHT COMPANY. 

Assets. 

Real estate, $1,238,12122 

Steam plant, 661,063 89 

Electric plant, 612,391 19 

Electric lines, 1,870,262 16 

Transformers, 120,687 80 

Meters, 67,173 73 

Arc lamps, 198,676 71 

Due for light and power, 73,602 69 

Fuel on hand 7,337 46 

Carbons on hand 4,010 99 

Oil and waste on hand, 249 31 

Incandescent lamps on hand, 6,003 67 

Globes on hand, 2,969 81 

Other materials on hand 69,858 15 

Motors on hand, 6,314 83 

Horses, wagons, etc., 3,600 00 

Sundry accounts due the company, 68,674 77 

Office furniture 4,600 00 

Cash on hand, 34,398 96 

Total assets, as per books of the company $5,047,667 13 

Liabilities. 

Capital stock, $2,600,000 00 

Bonds issued, . 1,250,000 00 



Digitized by LjOOQ IC 



1900.] PUBLIC DOCUMENT — No. 35. xxi 

Notes payable, f681,000 00 

Unpaid bills, 160,596 23 

Deposits, 691 68 

Interest accnied but not due 25,499 41 

Total liabilities, as per books of the company $4,617,787 32 

Profit and loss balance, 529,779 81 

$5,047,567 13 
Manufaotu&imo Account. 

Dr. Cb. 

Operating expenses : 

At station, $217,971 27 

For distribotion 148,325 28 

management, 74,383 86 

taxes and incidental 84,896 82 

$525,577 23 

Income from sale of light and power $821,215 14 

Balance to profit and loss 295,637 91 

$821,215 14 $821,215 14 

Profit and Loss Account. 

Dr. Cs. 

Balance Jnne 30, 1898, $431,300 24 

Balance of manufacturing account, ..... 295,637 91 

Bents, 3,882 86 

Jobbing 7,079 66 

Interest paid, $53,522 82 

Dividends declared, 143,908 50 

Depreciation 2,970 08 

Other items, 7,719 46 

Balance June 30, 1899, 529,779 81 

$737,900 67 $737,900 67 



BOSTON GAS LIGHT COMPANY. 
Assets. 

Real estate $1,333,523 87 

Machinery and manufacturing appliances, 3,131,743 94 

Street mains, 2,196,956 70 

Meter 419,294 92 

Due for gas, 120,415 21 

Gas coal on hand, 30,661 09 

Tar on hand 4,713 33 

Enrichers on hand, 17,908 53 

Purifying materials on hand 618 47 

Other materials on hand, 42,206 20 

Stoves on hand, 185,589 37 

Gas on hand 2,427 63 

Ammonia on hand, 408 62 

Horses, wagons, etc., 7,537 69 

Sundry accounts due the company, 162,616 06 

Office furniture, 16,178 47 

Cash on hand, 31,966 10 

Notes receivable 100,000 00 

Work in process, 9,199 74 

Total assets, as per books of the company, $7,812,865 94 
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LlABILITIBS. 

Capital Stock, 12,600,000 00 

Notes payable, 276,000 00 

Unpaid bills, 171,127 60 

Deposits 22,654 80 

Reserved, contingent and depreciation ftinds, 279,866 92 

Amounts doe from the company, not included above, .... 606 89 

Total liabilities, as per books of the company, . . . .$3,248,80611 
Profit and loss balance, 4,664,069 83 

$7,812,866 94 

Manufaotubino Account. 

db. Cs. 

Operating expenses : 

At works, $232,868 77 

For distribntion, 93,389 26 

management, 63,201 86 

taxes and incidentals, . ... 89,247 03 

gas bonght, 280,646 09 

$749,347 00 

Income firom sale of gas, $1,066,680 72 

residoals, 224 96 

Balance to profit and loss, 307,668 67 

$1,056,906 67 $1,066,906 67 

Profit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, $4,661,983 68 

Balance of manufacturing account, 307,668 67 

Interest received, . 6,029 18 

Rents, . 18,682 97 

Other items of income, 3,168 38 

Dividends declared $287,600 00 

Brookline Gas Light Company, 46,868 06 

Balance June 30, 1899, 4,664,069 83 



$4,897,417 88 $4,897,417 88 



BRIDGEWATBR ELECTRIC COMPANY. 
Absbts. 

Real estate, $3,238 62 

Steam plant, 6,629 33 

Electric plant, 6,520 19 

Electric lines, . 13,286 16 

Meters, 971 61 

Arc lamps, 2,692 26 

Due for light and power, 2,248 04 

Fael on hand 291 60 

Carbons on hand, 67 01 

Oil and waste on hand, 21 80 

Incandescent lamps on hand 26 69 

Globes on hand, 5 00 

Other materials on hand, 100 00 

Sundry accounts dae the company, 82 68 

Cash on hand, 248 00 

Total assets, as per books of the company, $34,423 89 
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Liabilities. 

Capital stock, $16,000 00 

Bonds issued, 15,000 00 

Unpaid biU 4,240 16 

Total liabilities, as per books of the company $34,240 16 

Profit and loss balance 183 73 

$34,423 89 

Manxttacturino Account. 

Ds. Cs. 

Operating expenses : 

At station, $3,387 94 

For distribution, 468 80 

management, 336 93 

taxes and incidentals, ... 482 01 



$4,664 68 



Income from sale of light and power, .... $6,987 77 

Balance to profit and loss 1,273 09 

$6,937 77 $6,937 77 

Pbopit and Loss Account. 

Dr. Cs. 

Balance Jane 30, 1898 $231 22 

Balance of mannfactoring account, .... $1,273 09 

Jobbing, 41 86 

Interest paid, 900 00 

Balance June 30, 1899 183 73 



$1,314 96 $1,314 96 



BROCKTON GAS LIGHT COMPANY. 
Assets. 

Heal estate, . $81,640 70 

Machinery and manu&cturing appliances, 231,008 20 

Street mains, 30,493 78 

Meters, 9,479 62 

Due for gas, 6,123 86 

Gas coal on hand, 3,906 00 

Coke on hand, 80 00 

Tar on hand, 1,200 00 

Enrichers on hand 69 46 

Purifying materials on hand, 260 00 

Other materials on band, 2,416 06 

StoTes on hand, 200 00 

Gas fixtures on hand 2,486 97 

Gas on hand, 61 48 

Horses, wagons, etc., 1,198 83 

Sundry accounts due the company 2,378 49 

Office furniture 174 80 

Cash on hand, 1,877 37 

Insurance, 191 73 

Totalassets, as per books of the company, $374,126 84 

Profit and loss baUnce 39,714 72 

$418,841 06 
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lilABILITIM. 

Capital 8tock» $178,600 00 

Bonds issued, 100,000 00 

Notes payable, 128,000 00 

Unpaid bills, 4,414 16 

Deposits, 222 00 

Interest doe bat not paid, 2,600 00 

Amoants doe from the company, not incladed above, .... 204 90 

Total liabilities, as per books of the company, .... $418,841 06 



Manufacturing Account. 

Dr. Cb. 

Operating expenses : 

At works, $22,672 04 

For distribntion, 6,343 13 

management, 2,820 24 

taxes and incidentals, . . . 4,916 82 

— $36,761 28 

Income from sale of gas, . $67*029 79 

residuals, 7,266 76 

other sources, 108 92 

Balance to profit and loss, 28,643 24 

$64,394 47 $64,394 47 
Profit and Loss Account. 

Ds. Gr. 

BaUnce June 30, 1898, $48,689 91 

Balance of manufacturing account, .... $28,643 24 

Other items of income, 682 97 

Interest paid, 19,479 68 

Jobbing 331 34 

Other items, 640 00 

Balance June 30, 1899, 39,714 72 

$68,940 93 $68,940 93 



BBOOKLINB GAS LIGHT COMPANY. 

Assets. 

Real estate (gas) $663,222 64 

Machinery and manufacturing appliances (gas), 703,848 10 

Street mains (gas), 2,049,180 29 

Meters (gas), 189,910 82 

Due for gas 131,632 17 

Gas coal on hand, 9,189 94 

Coke on hand, 3 68 

Enrichers on hand 39,171 92 

Purifying materials on hand, 77 22 

Stoves on hand, 174,398 76 

Real estate (electric), 47,300 00 

Steam plant (electric) 126,906 12 

Electric plant, 112,667 87 

Electric lines, 163,136 39 

Transformers, 26,867 14 

Meters (electric), 11,617 00 

Arc lamps, 17,691 23 

Due for electric light and power 16,623 84 

Fuel on hand (electric), 2,436 10 

Carbons on hand 2,267 48 
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Oil and waste on hand, . 
Incandescent lamps on hand, . 

Globes on hand 

Other materials on hand, . 

Horses, wagons, etc 

Sundry accounts dne the company, . 
Office furniture, . . . . 

Cash on hand 

Investments, 



$54 76 

685 08 

23 89 

. •. . . . 36,268 52 

3,153 34 

34 80 

3,814 84 

92,668 91 

16,375 76 

Total assets, as per books of the company, $4,627,907 35 

Profit and loss balance, 303,595 75 



Liabilities. 
Capital stock. 
Bonds issued. 
Notes payable, 
Unpaid bills, 
Deposits, . 

Interest accrued but not due, 
Reserred f und, . 
Amounts dne f^om the company, not included above. 

Total liabilities, as per books of the company. 



$4,931,503 10 

$2,000,000 00 

1,000,000 00 

200,000 00 

116,480 86 

17,938 37 

55,641 67 

41,382 64 

1,500,059 56 

$4,931,603 10 



Manufactvbino Account. 

Di. Cr. 

Operating expenses (gas) : 

At works, $214,448 18 

For distribution 49,798 83 

management, 28,855 67 

taxes and incidentals, . . 41,464 60 

$334,567 28 

Operating expenses (electric) : 
At station, . . . . $45,443 94 

For distribution, ..... 19,628 74 

management* 3,215 20 

taxes and incidentals, . . . 6,079 17 

74,367 06 

Income from sale of gas, $612,944 07 

sale of electric light and power, . . . 103,300 86 

Balance to profit and loss : 

Gas. 278,376 79 

Electric 28,933 81 

$716,244 93 $716,244 93 
Profit and Loss Account. 

Dr. Cb. 

Balance June 30, 1898, $303,595 75 

Balance of gas manufacturing account, . . . $278,376 79 

Balance of electric manufacturing account, • . . 28,933 81 

Jobbing account, 513 49 

Boston Gas Light Company 46,573 97 

Other items of income, 1,803 67 

Interest paid 161,687 37 

Dividends declared, 200,000 00 

Depreciation, 30 00 

Reserved fund < . 2,238 18 

Other items, 1,246 18 

Balance June 30, 1899, 303,595 75 

$668~797 48 $66^797 48 .> 
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CAMBRIBGIl ELECTRIC LIGHT COMPANY. 

A88BT8. 

Real estate, $81,581 17 

Steam plant, 100,070 46 

Electric plant, 72,778 96 

Electric lines, 148,682 05 

Transformers, 

Meters, 

Arc lamps, 

Dae for light and power, 

Fuel on hand, . . . . ^ 

Carbons on hand 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on band, 

Other materials on hand, 

Horses, wagons, etc., 

Office fomitore, 

Cash on hand, 

Notes reoeiTable, 

Total assets, as per books of the company, $507,463 71 



Liabilities. 

Capital stock $250,000 00 

Bonds issued, 200,000 00 

Notes payable, 35,000 00 

Unpaid bills, 3,278 40 

Interest doe but not paid, 6,500 00 



29»885 82 


20,588 62 


21,327 62 


18,797 69 


5,244 99 


754 39 


73 71 


1,264 60 


125 64 


2,019 24 


800 00 


492 00 


2,931 19 


35 66 



Total liabilities, as per books of the company, .... $494,778 40 
Profit and loss balance, 12,675 31 

$607,463 71 
Manupaotxjkino Account. 

Db. Cb. 

Operating expenses : 

At station, $40,291 67 

For distribution, 22,273 63 

management, 8,058 33 

taxes and incidentals, . . . 10,719 45 

Income from sale of light and power, .... 
Balance to profit and loss 



Pbofit and Loss Account. 



Balance June 30, 1898, 

Balance of manufacturing account, .... 

Interest paid, $13,741 47 

Dividends declared, 15,000 00 

Depreciation, 25,000 00 

Balance June 30, 1899, 12,675 31 



$81,343 08 
59,652 12 


$140,995 20 


$140,996 20 
Db. 


$140,995 20 

Cb. 

$6,764 66 
69,652 12 



$66,416 78 $66,416 78 
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CAMBRIDGE GAS LIGHT COMPANY. 
Assets. 

Real estate $132,039 09 

Machinery and manafactaring appliances, 427,742 86 

Street mains, 384,962 74 

Meters, 

Dae for gas, 

Qm coal on hand, 

Coke on hand, 

Tar on hand, 

Other materials on hand, 

Stoves on hand, 

Gas fixtnres on hand, 

Snndry accounts dne the company, 

Cash on hand 

Notes receivable, 

Total assets, as per books of the company, $1,071,730 11 



LlABILITIBS. 

Capital stock, $700,000 00 

Unpaid bills, 8,366 04 

Deposits, 4,571 60 



35,915 63 


28,158 98 


11,922 10 


1,305 00 


37 60 


6,789 10 


1,546 77 


94600 


11,646 18 


12,463 17 


16,376 00 



Total liabilities, as per books of the company, .... $712,93764 
Profit and loss balance 368,792 47 



Manvpaotvbino Aooount. 

Operating expenses : 

At works $121,619 39 

For distribntion, 21,184 88 

management, 17,472 00 

taxes and incidentals, . . 23,661 31 



$1,071,730 11 
Dr. Cr. 



Income from sale of gas, . 
residuals, • 
other sources. 

Balance to profit and loss. 



Profit and Loss Account. 

Balance June SO, 1898, 

Balance of manufacturing account, .... 

Bents, 

Jobbing and stoves sold, 

Interest paid, 

Dividends declared, 

Other items, 

Balance June 30, 1899, ...'.... 368,792 47 



$183,837 68 






$266,426 86 




41,944 16 




612 00 


115,046 42 




$298,883 00 


$298,883 00 


Db. 


Ck. 




$316,888 20 




116,045 42 




551 01 




1,524 33 


$538 90 




70,000 00 




4,677 59 




368,792 47 




$484,006 96 


$434,008 96 
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CENTRAL MASSACHUSETTS ELECTRIC COMPANY. 

Real estate .' |105,456 

Steam plant, 30,977 

Electric plant, 42,396 

Electric lines 116,722 



Transformers, 

Meters 

Arc lamps, 

Due for light and power, . 

Fael on hand, 

Carbons on hand, . . . . 
Oil and waste on hand, . 
Incandescent lamps on hand, . 
Horses, wagons, etc., 
Sundry accounts due the company. 

Office ftimiture 

Cash on hand, 



9,266 

4,600 

6,792 

3,104 

67 

25 

29 

201 

265 

13,691 

204 

485 



45 
50 
75 
90 
60 
00 
48 
70 



Total assets, as per books of the company, |334,278 90 

Profit and loss balance 3,278 09 

1337,556 99 
Liabilities. 

Capital stock $160,000 00 

Bonds issued, 150,000 00 

Notes payable, 32,381 87 

Unpaid bills 5,175 12 



Total liabilities, as per books of the company. 



$337,556 99 



Manufacturing Account. 



Operating expenses : 

At station, 

For distribution 

management 

taxes and incidentals, . 

Income from sale of light and power, 
Balance to profit and loss. 



$11,753 32 
3,045 67 
3,572 79 
1,950 13 



Profit and Loss Account. 



$20,321 91 
3,332 49 
$23,654 40 
Db. 



Balance June 30, 1898, 

Balance of manufacturing account 

Interest paid, $10,834 14 

Balance June 30, 1899, 



$23,654 40 



$23,'654 40 

Cb. 
$4,223 56 
3,332 49 

3,278 09 



$10,834 14 $10,834 14 



CHARLESTOWN GAS AND ELECTRIC COMPANY. 

Assets. 

Real estate (gas) $140,939 00 

Machinery and manufacturing appliances (gas), 165,082 93 

Street mains (gas), 186,000 00 

Meters (gas), \ 28,103 50 

Due for gas, 12,294 32 
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Oas coal on band, 96,893 08 

Enrichers on hand, 

Real estate (electric), 

Steam plant (electric), 

Electric plant, 

Electric lines 

Transformers, 

Meters (electric), 

Arc lamps, 

Dne for electric light and power, 

Fnel on hand (electric), 

Snndry accounts dne the company, ...... 

Cash on hand, 



168 37 


20,000 00 


16,160 00 


26,867 46 


15,874 89 


3,886 05 


2,121 90 


13,100 70 


4,437 80 


436 26 


1,222 36 


4,108 21 



Total assets, as per books of the company, $646,680 83 



LlABILITIBS. 



Capital stock. 
Notes payable, 
Unpaid bills. 
Deposits, • 



Total liabilities, as per books of the company, 
Profit and loss balance, 



Manufaottring Account. 



Operating expenses (gas) : 
At works, . . . . 
For distribution, . 

management, . 

taxes and incidentals, . 

Operating expenses (electric) : 
At station, . . . . 
For distribution, . 

management, . 

taxes and incidentals, . 



$70,394 97 
16,782 60 
13,404 02 
12,368 60 

$18,128 01 
9,457 96 
1,452 45 
2,065 03 



Income from sale of gas, 

residuals, 

sale of electric light and power. 
Balance to profit^ and loss : 

Gas, 

Electric, 



Profit and Lobs Account. 



Balance June 30, 1898 

Balance of gas mannfactoring account, . 
Balance of electric manufacturing account, 

Eents, 

Jobbing, 

Interest paid, 

Dividends declared, 

Depreciation, . . . ... 

Other items 

Balance June 30, 1899, .... 



Ds. 



$500,000 00 

53,600 00 

3,440 32 

1,958 66 

$558,998 98 
87,681 86 

$646,680 83 

Cb. 



$111,940 19 



31,103 45 





$140,811 66 




21,770 59 




37,672 01 


50,642 06 




6,568 66 




$200,254 26 


$200,254 26 


Dr. 


Cb. 




$79,299 87 




50,642 06 




6,668 66 




360 00 




334 20 


$2,649 71 




35,000 00 




10,514 24 




1,348 89 




87,681 85 




$137,194 69 


$137,194 69 


uigitizea d^ 
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CHELSEA GAS LIGHT COMPANY. 

A88BT8. 

Real estate (gas), $170»000 00 

Machinery and manufacturing appliances, street mains and meters (gas) , 130»000 00 

Due for gas 8,900 81 

Gas coal on hand, 2,053 33 

Tar on hand, 750 00 

Stoves on hand, 57 82 

Real estate (electric), 23,10113 

Steam plant (electric), 47,308 84 

Electric plant, 41,506 08 

Electric lines 46,351 61 

Transformers, 4,000 00 

Meters (electric), 4,000 00 

Doe forelectric light and power, 6,86127 

Fuel on hand (electric), 4,200 00 

Sundry accounts due the company, 1,004 46 

Cash on hand 720 13 



Total assets, as per books of the company $490,814 77 



LlABILITIBS. 

Capital stock, $800,000 00 

Bonds issued, 130,000 00 

Notes payable, 10,000 00 

Deposits, 3,152 26 

Reserved fund 500 00 



Total liabilities, as per books of the company, .... $443,662 26 
Profit and loss balance, 47,162 61 



$35,982 94 



$490,814 77 
Manupaoturino Aooount. 

Db. Cs. 

Operating expenses (gas) : 

At works, . . . . . . $21,373 47 

For distribution, 4,016 43 

management, 5,819 63 

taxes and incidentals, . . • 4,773 41 

Operating expenses (electric) : 

At station, $22,653 83 

For distribution, 10,682 36 

management 3,382 00 

taxes and incidentals, . . . 5,556 26 

42,274 44 

Income from sale of gas, $48,896 13 

residuals 7,387 10 

sale of electric light and power, . . . 56,388 46 

Balance to profit and loss : 

Gas, 20,300 29 

Electric, 14,114 02 



$112,671[69 $112,671.69 
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Pbopit and Loss Account. 

Dr. 

Balance Jane 30, 1896 

Balance of gas mannfactaring account, .... 
Balance of electric manufactoring account, . 

Bents 

Jobbing, 

Other items of income, 

Interest paid, $7,219 64 

DiTidends declared, '. . 16,000 00 

Depreciation, 3,025 67 

Sinking ftmd, . » 5,000 00 

Other items, 1,699 33 

Balance June 80. 1899 47,162 51 



Cr. 

$48,834 84 

20,300 29 

14,114 02 

408 00 

428 28 

21 77 



$79,107 15 $79,107 15 



CHESTER ELECTRIC LIGHT COMPANY. 

(E. LeRoy Gardner, Proprietor.) 

Assets. 

Real estate, $321 56 

Steam pUnt, 947 52 

Electric plant, 375 13 

Electric lines 580 07 

Meters, . . ^ 27 60 

Incandescent lamps on hand 47 48 

Other materials on hand, 173 18 

Fixtures on band 49 72 

Office furniture, 12 41 

Cash on hand, 22 95 

Total assets, as per books of the company, $2,657 52 

Profit and loss balance, 137 05 

$2,694 67 
Liabilities. 

Capital iuTCsted, $1,743 39 

Notes payable, 662 00 

Unpaid biU 258 44 

Deposits 140 74 

Total liabilities, as per books of the company, .... $2,694 67 



Manitvaoturino Account. 

[From March 8, 1899.] 

Operating expenses : 

At station, $210 71 

For distribution, 20 88 

management, 13 24 

taxes and incidentals, ... 18 00 

Income from sale of light and power, . . . • 
Balance to profit and loss, 



db. 



Cb. 



$84 66 
178 17 



$262 88 $262 I 



uigitizea oy vjv^ 
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pRonT AND Lobs Aooount. 



Balance of manufacturing account, . 

Jobbing, 

Interest paid, 

Balance June 30, 1899, 



DB. 


Cb. 


$178 17 






175 30 


34 18 






137 05 



$212 35 $212 35 



CHICOPBE GAS LIGHT COMPANY. 
Absbtc. 

Real estate, $47,816 00 

Machinery and manufacturing appliances, 

Street mains, 

Meters, 

Due for gas, 

Ghis coal on hand, . 

Enrichers on hand 

Purifying materials on hand, 

StOTes on hand, 

Fixtures on hand, 

Horses, wagons, etc., 

Office furniture, 

Cash on hand, 

InTCstments 



57,043 66 


47,998 94 


11,666 42 


1,478 23 


25 00 


98 32 


60 00 


839 60 


197 80 


1,156 60 


440 93 


3 62 


12,000 00 



Total assets, as per books of the company $180,822 42 



Liabilities. 

Capital stock, $75,000 00 

Bonds issued, 60,000 00 

Notes payable, 11,500 00 

Unpaid bills 6,331 59 

Amounts due firom the company, not included above, .... 175 00 



Total liabilities, as per books of the company, .... $153,00659 
Profit and loss balance, 27,816 83 



Manvfaoturino Aooount. 

Operating expenses : 

At works, $7,322 04 

For distribution 1,325 48 

management 3,103 88 

taxes and incidentals, . . . 2,289 75 



$180,822 42 
Dr. Cs. 



$14,041 15 



Income from sale of gas, $17,788 66 

other sources, 6 00 

Balance to profit and loss, 3,753 61 



$17,794 66 $17,794 66 
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Pbofit and Loss Aooount, 



Balance Jane 30, 1898, . 
Balance of mannf acturing aooonnt, 
ReTalaation of plant, 
Interest paid, . 
Dividends declared, 
Depreciation, . 
Jobbing account, 
Acconnts charged off, 
Balance Jane 30, 1899, 



Dr. 


Cr.' 




$2,723 84 




3,753 51 




57,422 14 


$3,436 87 




3,600 00 




1,139 29 




154 00 




27,853 50 




27,815 83 


V 



$63,899 49 $63,899 49 



CHURCH GREEN ELECTRIC LIGHT AND POWER COMPANY. 

(Alonzo W. Perry, Proprietor, Boston.) 

Manupaoturino Account. 

Ds. Cr. 

Operating expenses : 

At station $22,098 61 

For distribution, 2,016 30 

management, . . . . . 650 00 

taxes and incidentals, ... 316 80 

$25,081 71 

Income from sale of light and power, .... $29,650 84 

other sources, 6,130 80 

Balance to profit and loss, 10,599 93 

$36,681 64 $35,681 64 



CITIZENS' GAS LIGHT COMPANY OF QUINCY. 
Assets. 

Real estate, $9,600 00 

Machinery and manafactnring appliances, 16,126 60 

Street mains, 33,271 00 

Meters, 3,715 66 

Due for gas, 2,472 62 

Gas coal on hand, 244 62 

Coke on hand, 6 00 

Tar on hand, 625 00 

StoTes on hand, 139 75 

Fixtures on hand, 192 87 

Borses, wagons, etc., . 615 90 

Office furniture, 100 00 

Cash on hand 602 31 

Total assets, as per books of the company, $67,412 13 

Profit and loss balance, 5,074 50 

$72,486 63 
Liabilities. 

Capital stock, $33,000 00 

Notes payable, 38,600 00 

Unpaid biUs, 986 63 

Total liabilities, as per books of the company, .... $72,486 63 
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Mamupactubino Account. 

Dm. Cb. 

Operating expenses : 

At works, 97,189 94 

For distribution ' . 1,275 66 

management, 4,104 39 

taxes and Incidentals, ... 829 68 

f 13,399 56 

Income from sale of gas, f 14,643 55 

residaals, 1,975 40 

other sonroes, 134 10 

Balance to profit and loss, 3,353 49 

916,753 05 916,753 05 
Pbofit and Loss Account. 

Db. Cb. 

Balance Jane 30, 1898, 96,147 65 

Balance of mannfactnring account, 93,353 49 

Bents, 144 00 

Jobbing account, 228 54 

Interest paid, 2,381 67 

Depreciation, 271 31 

Balance Jane 30, 1899, 5,074 50 



98,800 53 98,800 53 



CLINTON GAS LIGHT COMPANY. 
Assets. 

Real estate (gas) 97,449 00 

Machinery and manufacturing appliances (gas), 28,274 71 

Street mains (gas), 17,047 94 

Meters (gas), 3,118 17 

Due for gas, 1,846 74 

Gas coal on band, 1,624 57 

Coke on hand, 175 60 

Tar on hand, 800 00 

Enrichers on hand, 28 75 

Purifjing materials on hand, 15 00 

Other gas materials on hand, 250 54 

StOTCs on hand, 443 15 

Real estate (electric), 26,897 00 

Steam plant (electric), . 14,962 96 

Electric plant, 10,947 97 

Electric lines, 36,758 04 • 

Transformers, 5,610 00 

Meters (electric), 3,376 25 

Arc lamps, 1,600 00 

Due for electric light and power, 1,389 13 

Fuel on hand (electric), 406 75 

Carbons on hand, 105 00 

Oil and waste on hand, 28 38 

Incandescent lamps on hand, 152 14 

Other electric materials on hand, 94 39 

Electric fixtures on hand, 688 85 

Horses, wagons, etc., 107 50 
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Sundry acooants due the company, 
Office famitnre, . . . . 
Cash on band, 



9629 98 

276 64 

2,038 41 

Totalas8et8,a8 per books of the company, 9167,043 66 



L1ABILITIB8. 



Capital stock, 

Notes payable, 

Unpaid bills, 

Besenred fnnd, 

Depreciation fond, 

Total liabilities, as per books of the company. 
Profit and loss balance, 



Manufactubino Aooovnt. 



Operating expenses (gas) : 
At works, • . . . 
For distribntion, . 

management, . 

taxes and Incidentals, . 

Operating expenses (electric) : 
At station, . . . . 
For distribntion, . 

management, . 

taxes and incidentals, . 



99,229 06 

1,388 17 

1,062 62 

491 62 



96,667 66 

1.627 67 

1,039 96 

949 66 



Income from sale of gas, 

residuals, 

sale of electric light and power. 
Balance to profit and loss : 

Oas, 

Electric 



Fbofit and Loss Account. 



Balance June 30, 1898, .... 
Balance of gas manufacturing account, . 
Balance of electric manufacturing account, 
Reyaluation of plant, .... 

Interest paid, 

Depreciation fund, 

Beseryed fund, 

Other items, 

Balance June 30, 1899, .... 



973,000 00 

76,000 00 

666 75 

6,644 28 

3,650 00 


9169,861 03 
7,182 53 


9167,043 56 
Cb. 



912,171 26 



9,184 74 



917,684 26 
971 02 
14,697 26 

6,384 02 
5,512 62 

933,262 54 933.262 64 

Dh. Cm. 

96,163 35 
6,384 02 
6,512 62 
4,040 93 
94,676 19 
3,650 00 
6,644 28 
38 82 
7,182 63 



922,090 82 922,090 82 



COHASSET ELECTRIC COMPANY. 
Assets. 

Real estate, 94,221 89 

Steam plant, 9,182 32 

Electric plant 16,373 83 

Electric lines, 14,8^ «Q 
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Transformers, $2,207 63 

Meters, 

Dae for light and power, 

Fuel on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Cash on hand, 

Investments, 

Total asseU, as per books of the company, $60,999 24 



LlABILITIBS. 

Capital stock, 

Bonds issued, 

Interest dne bat not paid, .... 
Depreciation fand, 



366 40 


808 22 


87 60 


34 60 


12 60 


1,966 86 


972 60 



Total liabilities, as per books of the company, 
Profit and loss balance, 



Mamvfaotubino Account. 

Operating expenses : 

At station, $8,802 10 

For distribation, 1,466 06 

management, 248 66 

taxes and incidentals, ... 668 11 



Dr. 



$6,074 84 



$30,000 00 

13,000 00 

30 00 

4,300 00 


$47,330 00 
8,669 24 


$60,999 24 
Cm. 



Income from sale of light and power, .... $8,76836 

Balance to profit and loss, 2,693 62 



$8,768 36 $8,768 36 

Profit and Loss Account. 

Ds. Cr. 

Balance Jnne 30, 1898, $3,266 72 

Balance of mannfactaring account, .... 2,693 62 

Other items of income, 70 00 

Interest paid, $660 00 

Dividends declared, 1,200 00 

Depreciation fand, 600 00 

Balance Jane 30, 1899, 3,669 24 



$6,019 24 $6,019 24 



COTTAGE CITY GAS AND ELBCTRIC LIGHT COMPANY. 
Assets. 

Real estate (gas) $2,700 00 

Machinery and mannfactaring appliances (gas), ..... 6,18696 

Street mains (gas) 8,266 84 

Meters (gas), Ij86 70 

Dne for gas, 266 30 

Gas coal on hand, 162 76 

Enrichers on hand, 66 10 

Other gas materials on hand, 392 93 
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StOTM on hand, . • . . 
Oas fixtnreB on hand, 
Eeal estate (electric), 
Steam plant (electric). 

Electric plant, 

Electric lines, 

Arc lamps, 

Dae for electric light and power, . 
Carbons on hand, . . . . 
Oil and waste on hand, . 
Other electric materials on hand, . 
Sundry accounts dne the company. 
Office ftimitare, . . . . 
Cash on hand, . . 



XXXVll 


9137 83 


16167 


4,031 49 


4,034 07 


901 12 


2,012 25 


807 82 


1186 


98 88 


34 26 


41 85 


282 77 


91 00 


483 17 



Total assets, as per books of the company, $31,716 60 

Liabilities. 

Capital stock, $25,000 00 

Notes payable, 2,000 00 

Unpaid bills, 8,433 67 

Total liabilities, as per books of the company, .... $30,43867 

Profit and loss balance, 1,282 93 



Manufacturing Account. 

Operating expenses (gas) : 

At works, $1,697 75 

For distribution, 64 00 

management, 619 68 

taxes and incidentals, ... 117 21 



$31,716 60 
Cr. 



Operating expenses (electric) : 

At staUon, $2,257 93 

For distribution, 300 96 

management, 619 68 

taxes and incidentals, . . 117 21 



$2,388 64 



3,296 78 



Income from sale of gas, $3,763 38 

sale of electric light and power, . . . 3,275 40 

Balance to profit and loss : 

Oas, 1,364 74 

Electric, 20 38 



$7,049 16 $7,049 16 

Profit and Loss Account. 

Db. Cs. 

Balance June 30, 1898, $812 62 

Balance of gas manufacturing account, .... 1,364 74 

Balance of electric manufacturing account, . . . $20 38 

Jobbing account, 134 08 

Depreciation fund, 920 64 

Interest paid, 195 61 

Depreciation, 1,733 16 

Balance June 30, 1899, 



$3,231 98 $3,231 98 
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DANYBRS GAS LIGHT COMPANY. 

A80BT8. 

Real estate, 



Machinery and manafactnrlng appliances, 

Street mains, 

Meters, 

Due for gas, 

Coal on hand, 

Coke on hand, 

Tar on hand, 

Enrichers on band, 

Fixtures on hand, 

Cash on hand, 

Notes receiTabte, 



$3,000 00 


7,515 69 


10.000 00 


1,000 97 


416 50 


593 96 


80 64 


165 00 


103 70 


39 00 


2,809 48 


200 00 



Total assets, as per books of the company, $25,925 01 

Liabilities. 
Capital stock, $20,000 00 



Total liabilities, as per books of the company, .... $20,000 00 
Profit and loss balance, . 5,925 01 



Manufaoturino Aooovnt. 

Operating expenses : 

At works, $2,275 02 

For distribution, 733 28 

management, 1,643 11 

taxes and incidentals, ... 135 77 



$25,925 01 
Cb. 



Income from sale of gas, . 

residuals, . 

other sources, 
Balance to profit and loss. 



$4,787 18 



Profit and Loss Account. 



Balance Jane 30, 1898, 
Balance of manufacturing account, . 
Interest received, . . . . 
Balance June 30, 1899, 



39 98 


$4,630 89 
164 27 
32 00 


$4,827 16 
Dk. 

$5,925 01 


$4,827 16 

Cr. 
$5,748 69 
39 98 
136 34 



$5,925 01 $5,925 01 



DEDHAM ELECTRIC COMPANY. 
Assets. 

Real estate, $14,864 38 

Steam plant 16,305 00 

Electric plant, 13,271 73 

Electric lines 69,555 91 
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Transformers, 98,899707 

Meters, 

Arc lamps, 

Dne for light and power, 

Fnel on hand, 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on hand, 

Other materials on hand, 

Wiring account, 

Horses, wagons, etc., 

Sundry accounts dne the company, 

Office furniture, 

Cash on hand, 

Interest and insurance prepaid, 

Investments, 

Total assets, as per books of the company, $148,614 09 



Liabilities. 

Capital stock, $60,000 00 

Bonds issued, 67,000 00 

Notes payable, 25,648 13 

Unpaid bills, 667 04 

Interest accrued but not dne, 617 50 



8,687 76 


4,199 60 


8,607 79 


878 60 


48 00 


16 15 


619 32 


17 89 


228 35 


116 00 


906 80 


266 60 


16 00 


1,218 76 


501 68 


10,000 00 



Total liabilities, as per books of the company, $143,932 67 

Profit and loss balance, 4,581 42 



Mamupaotusing Account. 

Operating expenses : 

At station, $7,241 94 

For distribution, 1,684 54 

management, 1,095 84 

taxes and incidentals, . • 2,861 69 



$148,514 09 
Cr. 



$12,874 01 



Income from sale of light and power, .... $20,06188 

other sources, 118 00 

Balance to profit and loss, 7,306 82 



$20,179 83 $20,179 83 

Pbofit and Loss Account. 

Ds. Cr. 

Balance June 30, 1898, $4,444 26 

Balance of manufacturing account, 7,306 82 

Interest paid, $3,676 12 

Dividends declared, 2,400 00 

Depreciation, 800 00 

Other items, 292 64 

Balance June 30, 1899, 4,581 42 



$11,750 08 $11,760 08 
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DEDHAM AND HYDE PARK GAS AND ELECTRIC LIGHT COMPANY. 

A88BT8. 

Real estate, $7,3G9 87 

Machinery and mannfactnring appliances, 13,623 84 

Street mains, 33,313 71 

Meters 4,032 42 

Dae for gas, 1,671 66 

Gas coal on hand, 233 12 

Coke on hand, 4 00 

Tar on hand, 639 72 

Other materials on hand, 377 04 

StOTes and gas fixtures on hand, 304 23 

Horses, wagons, etc., 643 73 

Sundry acconnts due the company, 1,799 66 

Office ftimiture, 176 75 

Cash on hand, - . . . • 37 63 

Inyestments, 11 03 

Total assets, as per books of the company, f 64,138 21 

Profit and loss balance, 42,962 92 

9107,091 13 
LiABiLinss. 

Capital stock, $80,000 00 

Bonds issued, 20,600 00 

Notes payable, 6,196 66 

Interest accrued but not due, 394 47 

Total liabilities, as per books of the company, .... f 107,091 13 
Mamxtfactubiito Account. 



Operating expenses : 

At works, $6,601 30 

For distribution, 783 28 

management, 2,922 80 

taxes and incidentals, . . . 1,279 29 

Income from sale of gas, 

residuals, 

other sources, 

Balance to profit and loss, 



Cr. 



Pbofit and Loss Aoooxtnt. 



Balance June 30, 1898, . 
Balance of manufacturing account, . 

Rents, 

Reduction of capital stock, 
Other items of income, . 

Interest paid, 

Dividends declared, . . . . 

Depreciation, 

Jobbing account, . . . . 
Balance June 30, 1899, . 



911,486 67 






916,146 37 




1,001 90 




17 00 


4,678 60 




916,166 27 


916,166 27 


Ds. 


Cs. 


960,760 66 






94,678 60 




68 60 




12,320 00 




120 98 


1,186 13 




4,726 00 




3,064 68 




406 63 






42,962 92 


960,131 00 


960,131 00 
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DORCHESTER GAS LIGHT COMPANY. 

Assets. 

Real estate, machinery and manafactnring appliances and street mains, f 809,997 iO 

Meters, 

Dae for gas, 

Gas on hand, 

Other materials on hand, . . . ^ 

StoTes 00 hand, 

Horses, wagons, etc., 

Sundry accounts due the company, 

Office furniture, 

Cash on hand, 



56,645 67 


29,350 63 


121 98 


12,296 62 


67,120 46 


989 17 


6,164 58 


384 28 


5,324 98 



Total assets, as per books of the company, f 987,265 67 

Liabilities. 

Capital stock, $519,600 00 

Notes payable, 214,000 00 

Unpaid bills, 8,043 33 

Deposits, 6,170 30 

Premium account, 29,988 92 

Amounts due from the company, not included above, . . . . 156 08 

Total liabilities, as per books of the company, .... $776,958 63 
Profit and loss balance, 210,307 04 

$987,265 67 
Manufacturing Account. 

Dm. Cb. 

Operating expenses : 

At works, $1,836 13 

For distribution, 22,288 99 

management, 6,760 00 

taxes and incidentals, . . 15,109 34 

gas bought, 124,556 86 

$170,561 32 

Income from sale of gas, $218,433 22 

Balance to profit and loss, 47,881 90 

$218,433 22 $218,433 22 
Profit and Loss AcpouNT. 

Dh. Cb. 

Balance June 30, 1898, $217,147 56 

Balance of manufacturing account, 47,881 90 

Interest receiyed, 246 00 

Interest paid, $5,606 41 

DiYidends declared, 49,362 00 

Balance June 30, 1899, . 210,307 04 

$265,275 45 $265,275 45 



BAST BOSTON GAS COMPANY. 

Assets. 

Real estate, $109,692 23 

Machinery and manufacturing appliances, 72,275 09 

Street mains, 66,348 04 

Meters, ^ . 12,877 61 

Digitized by VjOOQ IC 
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Dae for gas, 96,477 30 

Gat coal on hand, 

Coke on hand, 

Tar on hand, 

Enrichers on hand, 

Purifying materials on hand, 

Other materials on hand, 

StoTes on hand, 

Fixtures on hand, 

Horses, wagons, etc., 

Sundry accounts due the company, 

Office furniture, 

Cash on hand, 

luTestments, 

Total assets, as per books of the company, 9302,868 09 

Liabilities. 

Capital stock, 9220,000 00 

Unpaid bills, 2,300 00 

Deposits, 1,486 87 



2,433 61 


85 60 


1,556 75 


41 25 


111 72 


1,004 88 


170 10 


656 96 


644 94 


1,668 15 


667 92 


15,547 04 


10,700 00 



ToUl liabilities, as per books of the company, 9223,786 87 

Profit and loss balance, 79,071 22 

9302,858 09 
Manufactcrino Account. 

Dr. Cm. 

Operating expenses : 

At works, 931,484 40 

For distribution, 7,778 93 

management, 10,801 61 

taxes and incidentals, . . . 5,071 30 



955,136 24 



Income from sale of gas, 972,618 44 

residuals, 10,027 42 

other sources, 212 75 

Balance to profit and loss, 27,722 37 

982,858 61 982,858 61 
Profit and Loss Account. 

Dr. Cr. 

Balance Jane 30, 1898, 973,243 19 

Balance of manufacturing account, 27,722 37 

Interest received, 1,190 00 

Jobbing account, 444 44 

Interest paid, 9176 49 

Dividends declared, 22,000 00 

Depreciation, 1,312 36 

Other items, 39 93 

Balance June 30, 1899, 79,071 22 

9102,600 00 9102,600 00 



EASTHAMPION GAS COMPANY. 

Assets. 

Real estate (gas), , 99,600 00 

Machinery and manufacturing appliances (gas), 10,500 00 

Street mains (gas), 8,000 00 

Meters (gas), 600 00 
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Due for gas, $686 14 

Oas ooal on hand, 431 60 

Coke on band, 12 00 

Tar on hand, 180 00 

Enricbers on hand, 142 50 

Farifying materials on hand, 84 00 

Other gas materials on hand, 25 00 

Real estate (electric), 2,000 00 

Steam plant (electric), 2,500 00 

Electric plant, 5,000 00 

Due for electric light and power, 656 25 

Fnel on hand (electric), 16 00 

Carbons on hand, 24 00 

Oil and waste on hand, 16 52 

Globes on hand 25 

Other electric materials on hand, 140 47 

Cash on hand, 900 35 

Notes receivable, 77 60 

Total assets, as per books of the company, . . . . • $41,391 68 

LlABILITIBS. 

Capital stock, $30,000 00 

Notes payable, 4,500 00 

Totalliabilities, as per books of the company, .... $34,50000 

Profit and loss balance, 6,891 68 

$41,391 68 

Ds. Cb. 



Manufaotu&ino Aocoumt. 



operating expenses (gas) : 

At works, 

For distribution, .... 
management, .... 
taxes and incidentals, . 

Operating expenses (electric) : 

At station, 

For distribntion, .... 

management, .... 

taxes and incidentals, . 

Income from sale of gas 

residuals, 

other sources (gas), . 
sale of electric light and power, . 
Balance to profit and loss : 

Gas, 

Electric, 



$4,200 23 


552 93 


741 40 


354 31 


$1,382 70 


416 54 


23 71 


227 16 



$5,848 87 



2,050 11 



Profit and Loss Account. 



Balance June 30, 1898, .... 
Balance of gas manufacturing account, . 
Balance of electric manufacturing account, 

Interest paid, 

DiTidends declared, 

Balance June SO, 1899, .... 



2,523 24 
574 89 


$7,941 96 

380 15 

60 00 

2,626 00 


$10,997 11 
Dr. 

$243 75 
1,800 00 
6,891 68 


$10,997 11 

Ch. 
$5,837 30 
2,523 24 
574 89 


$8,935 43 

uigitizea oy 
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EDISON BLBCTRIC ILLUMINATING COMPANY OF BOSTON. 

A88BT8. 

Real estate, 9943,754 72 

Steam plant, 726,081 43 

Electric plant, 618,474 37 

Electric lines, 1,656,339 01 

Meters, 91,222 46 

Arc lamps, 40,689 67 

Dae for light and power, 66,703 70 

Fuel on hand 4,003 49 

Incandescent lamps on hand 6,763 11 

Other materials on hand, 55,374 35 

Snndry accounts dne the company, * . 2,465 60 

Cash on hand 75,485 12 

Notes receiyable, 36,593 64 

Total assets, as per books of the company, 94,322,860 66 

Liabilities. 

Capital stock 93,744,000 00 

Bonds issned 180,000 00 

Unpaid bills, 8,044 17 

Deposits, 820 20 

Unpaid dividends, 74,880 00 

Reserved fund 270,000 00 

Amounts dae from the company, not included above, .... 24,120 00 

Total liabilities, as per books of the company, .... 94,296,864 37 

Profit and loss balance, 25,986 29 



Manufacturing Account. 

Operating expenses : 

At station, 9214,962 21 

For distribution, 87,545 40 

management 109,166 13 

taxes and incidentals, . . . 116,841 98 

Income from sale of light and power, .... 

other sources, 

Balance to profit and loss, 

Profit and Loss Account. 

Balance June 30, 1898, 

Balance of manufacturing account, .... 

Interest received, 

Rents, 

Other items of income, 

Dividends declared, $299,620 00 

Depreciation, 

Reserve fund, 

Other items, 

Balance June 30, 1899, 



94,322,850 66 
Dr. Gs. 



9528,505 72 






9988,589 85 




7,672 88 


467,666 61 




9996,162 23 


9996,162 23 


Dh. 


Cr. 




925,343 93 




467,656 51 




5,236 63 




3,098 78 




3,000 00 


9299,620 00 




13,411 74 




150,000 00 




15,417 82 




25,986 29 




9504,335.85 


9504,335 85 
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EDISON ELECTRIC ILLUMINATING COMPANY OF BROCKTON. 

A88BTS. 

Real estate, $53,861 34 

Steam plant, 38,180 64 

Electric plant, 38,064 43 

Electric liniBs, 127,936 18 

Transformers, 1,800 00 

Meters and lamps 14,141 01 

Arc lamps, 14,120 00 

Patent rights, 19,000 00 

Dae for light and power 12,922 82 

Incandescent lamps on hand, 310 32 

Other materials on hand, 9,139 48 

Motors on hand, 372 69 

Fixtures on hand, 3,597 86 

Sundry accounts due the company, 291 57 

Insurance prepaid, 1,317 55 

Cash on hand, 591 04 

Notes receiyable, 208 66 

Total assets, as per books of the company, $336,855 69 



Liabilities. 

Capital stock, $100,000 00 

Bonds issued, 100,000 00 

Notes payable, 75,000 00 

Unpaid bills, , . 1,978 76 

Interest and taxes accrued, 3,514 80 

Depreciation fund, 55,362 03 

Total liabilities, as per books of the company $335,855 59 



Manufacturiko Account. 



Operating expenses : 

At station, 

For distribution, .... 

management, .... 

taxes and incidentals, . 

Income from sale of light and power, 
Balance to profit and loss. 



Dk. Ck. 



$27,011 63 
9,601 67 
6,042 49 
3,577 86 



Profit and Lobs Account. 

Balance of manufacturing account, 

Interest received, 

Interest paid $10,552 39 

Dividends declared, 6,000 00 

Depreciation fund, 9,418 15 



$46,238 65 


$72,116 92 


25,883 27 




$72,116 92 


$72,116 92 


Dh. 


Ck. 




$25,883 27 




87 27 



$25,970 54 $25,970 54 
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FALL RIVER ELECTRIC LIGHT COMPANY. 

AS8BT8. 

Real estate, |«7,000 00 

Steam plant, 92,000 00 

Electric plant, 78,000 00 

Electric lines, , 101,592 18 

Transformers, 4«992 00 

Meters, 3,036 55 

Arc lamps, 14,901 00 

Dne for light and power, 13,412 88 

Motors on hand, 5,623 64 

Cash on band, 9,903 48 



Total assets, as per books of the company, f 390,461 73 

Liabilities. 

Capital stock, 9360,000 00 

Notes payable, 25,000 00 

Unpaid bills, 6,763 83 

Total liabilities, as per books of the company, .... 9381,763 83 
Profit and loss balance 8,697 90 

9390,461 73 
Manufacturing Account. 

Db. Cs. 

Operating expenses : 

At station, $53,467 69 

For distribution, 63,084 07 

management, 11,062 90 

taxes and incidentals, . . . 12,595 43 



9130,210 09 



Income from sale of light and power, .... 916Sf^7 75 

Balance to profit and loss, 27,797 66 

9168,00r75 9158,007 75 
Profit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, $11,648 84 

Balance of mannfactnring account, 27,797 66 

Interest paid $998 60 

Dividends declared, 15,750 00 

Depreciation, 14,000 00 

Balance June 30, 1899, 8,697 90 



$39,446 50 $39,446 50 



FALL RIVER GAS WORKS COMPANY. 
Assets. 

Real estate, 9205,635 86 

Machinery and manufacturing appliances, 107,409 10 

Street mains, 235,779 99 

Meters 53,853 74 

Due for gas, 11,898 96 

Gas coal on hand, 3,763 56 

Enrichers on hand, 2,676 95 
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' Purifying materials on hand, • 
Other materials on hand, . 
StoTes on hand, . . . . 
Fixtores on hand, . . . . 

Gas engines, 

Sundry accoants due the company, 
Office farnitnre, . . . • 

Cash on hand, 

Works improTement, 



$289 45 


9,521 28 


4,844 63 


1,929 26 


467 43 


11,858 23 


1,438 31 


11,539 32 


3,431 13 



Total assets, as per books of the company, $666,327 20 

Liabilities. 

Capital stock $450,000 00 

Notes payable, 42,637 68 

Unpaid bills, 11,354 90 

Deposits, 826 04 

Interest due but not paid 945 29 

Total liabilities, as per books of the company, .... $505,763 91 
Profit and loss balance, 160,563 29 

$666,327 20 

Manufaotubino Account. 

Dr. Cb. 

Operating expenses : 

At works, $40,120 80 

For distribution 12,161 83 

management, 22,806 81 

taxes and incidentals, . . . 10,365 95 

$85,455 39 

Income from sale of gas, $157,948 46 

residuals 42 40 

other sources, 183 20 

Balance to profit and loss, 72,718 67 

$158,174 06 $158,174 06 

Profit and Loss Account. 

Ds. Cm. 

Balance June 30, 1898, $125,355 90 

Balance of manufacturing account, .... 72,718 67 

Rents, 221 33 

Jobbing account, 904 63 

Other items of income, 188 77 

Interest paid, $2,467 88 

Dividends declared 36,000 00 

Other items 358 13 

Balance June 30, 1899, 160,563 29 

$199,389 30 $199,389 80 



FITCHBURQ QA8 AND ELECTRIC LIGHT COMPANY. 
Assets. 

Real estate (gas), $16,046 27 

Machinery and manufacturing appliances (gas), 16,787 45 

Street mains (gas), 16,000 00 

Meters (gas), 5,800 00 

Due for gas, 1,236 60 
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Oas ooal on hand, . 
Coke on hand, .... 
StoTes on hand, 
Real estate (electric), 
Steam plant (electric). 
Electric plant, .... 
Electric lines, .... 
Transformers, .... 
Meters (electric), 
Arc lamps, .... 
Dae for electric light and power. 
Fuel on hand (electric), . 
Cash on hand, .... 
Notes receiyable. 



91,20000 


400 00 


408 97 


22,705 85 


9,783 45 


43,566 09 


35,600 54 


6,048 52 


2,112 11 


11,129 08 


1,403 71 


250 00 


3,855 74 


267 00 



Total assets, as per books of the company, f 194,091 



LlABILITIBS. 



Capital stock, 
Notes payable. 
Deposits, . 



Total liabilities, as per books of the company, 
Profit and loss balance, 



Manxtfacturino Account. 



Operating expenses (gas) : 
At works, • . . . 
For distribution, . 

management, . 

taxes and incidentals, . 

Operating expenses (electric) : 
At station, . . . . 
For distribution, . 

management, . 

taxes and incidentals, . 



115,873 59 
1,878 19 
5,711 34 
1,703 68 

$19,386 49 

12,285 47 

6,994 68 

2,952 08 



Income from sale of gas 

residuals, 

sale of electric light and power, . 
Balance to profit and loss : 

Gas, 

Electric 



Profit and Lobs Account. 



Balance June 30, 1898 

Balance of gas manufacturing account, . 
Balance of electric manufacturing account. 

Interest paid, 

Diyidends declared, . . . . . 
Construction charged off, ... 

Depreciation, 

Other items 

Balance June 30, 1899, .... 



9150,000 00 

43,000 00 

740 00 

$193,740 00 
351 38 

$194,091 38 



$25,166 80 



41,618 72 



17,221 96 
13,140 78 

$97,148 26 

Db. 



$2,158 17 

15,000 00 

10,377 20 

2,732 35 

266 52 

351 38 



$37,462 16 
4,926 60 
54,759 60 



$97,148 26 

Cb. 

$522 88 
17,221 96 
13,140 78 



$30,885 62 $30,885 62 

i by Google 
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FOXBOROUGH ELECTRIC COMPANY. 

(Not incorporated.) 

Assets. 



Real estate, 

Steam plant, 

Electric plant, 

Electric lines, 

Transformers, 

Meters, 

Arc lamps, 

Due for light and power, . 

Fuel on hand, 

Carbons on hand, . . . . 

Oil and waste on hand, . 

Olobes on hand, . .' . . 

Other materials on hand, . 

Sundry accounts due the company, • 

Cash on hand, 



12.288 05 


7,069 07 


2,547 40 


5,700 18 


1,118 84 


993 80 


224 65 


105 99 


34 60 


2 40 


10 00 


200 


126 46 


385 07 


167 28 



Total assets, as per books of the company, |20,775 



Liabilities. 

Capital stock 916,500 00 

Notes payable, 

Unpaid bills, 

Interest accrued but not due, 

Amounts due from the company, not included aboye, . 

Total liabilities, as per books of the company. 
Profit and loss balance, 



Manufacturing Account. 

Operating expenses : 

At station, |1,986 33 

For distribution, 225 87 

management, 316 33 

taxes and incidentals, . . . 345 20 



Dr. 



|2,873 73 



1.500 00 
675 33 

41 34 

1.501 64 


120,218 31 
657 28 


120,776 59 
Cb. 



Income from sale of light and power, .... f 3,771 89 

Balance to profit and loss, 898 16 



13,771 89 |3,771 89 

Profit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, 9199 54 

Balance of manufacturing account, $898 16 

Interest paid, 141 34 

Balance June 30, 1899, 557 28 



9898 16 9898 16 
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FRAMINOHAM ELBCTRIC COMPANY. 

ASSBTS. 

Real estate, $12,902 87 

Steam plant 24,940 14 

Electric plant, 56,936 80 

Electric lines 

Transformers, 

Meters, 

Arc lamps, 

Dne for light and power, 

Fnelonhand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on hand, 

Cash on hand, 

Insurance, taxes and interest prepaid, 

Total assets, as per books of the oompanj, $193,034 68 



Liabilities. 

Capital stock, $80,000 00 

Bonds issued, 

Notes payable, 

Unpaid bills, 

Depreciation fnnd, 

Total liabilities, as per books of the company. 
Profit and loss balance, 



83,097 83 


3,370 68 


3,378 90 


1,460 00 


4,671 72 


210 32 


74 67 


203 94 


60 70 


279 64 


1,657 67 



Makxtfaotubing Aooount. 



operating expenses : 

At station, $8,374 23 

Fordistribation, 2,867 93 

management, 1,646 53 

taxes and incidentals, . . 2,066 34 



60,000 00 
26,487 11 
16,520 98 
14,679 16 


$187,687 24 
6,347 44 


$193,034 68 


Cs. 



$14,848 03 



Income from sale of light and power, .... $20,864 26 

Balance to profit and loss, 6,021 23 



$20,864 26 $20,864 26 

Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $12,908 62 

Balance of mannfacturing account, 6,021 23 

Acconnts payable cancelled, 7,622 60 

Interest paid, $3,104 81 

Depreciation, 3,320 86 

Depreciation fund 14,679 15 

Balance June 30, 1899, 6,347 44 



$26,462 26 $26,462 26 
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FRAMINOHAM GAS, FUBL AND POWER COMPANY. 

ASSBTB. 

Real estate, 932,565 46 

MachiDory and manafactnring appUanoea, 34,645 87 

Street mains, 31,632 74 

Meters, 4,246 82 

Dae for gas, 2,049 51 

Gas coal on hand, 135 00 

Wood on hand, 2 00 

Tools on band, 847 47 

Pnritying materials on hand, 210 00 

Other materials on hand, 2,539 10 

Stoves and gas fixtures on hand, 5,140 88 

Patent righto, 40,000 00 

Horses, wagons, etc., 366 75 

Sundry accounto due the company, 1,455 06 

Office furniture, 1,279 11 

Cash on hand, 29 68 

Totalassets, as per books of the company, 9107,145 45 

Profit and loss balance, 75,012 05 

9232,157 50 
Liabilities. 

Capital stock, 976,000 00 

Bonds issued, 75,000 00 

Notes payable, 34,907 32 

Unpaid bills, 1,648 89 

Interest due but not paid, 45,601 29 

Total liabilities, as per books of the company, .... 9232,157 50 



Manufacturing Account. 

Operating expenses : 

At works, $5,060 99 

For distribution, 1,754 51 

management, 1,033 07 

taxes and incidentals, • . . 1,561 85 

99,430 42 

Income from sale of gas, $11,260 92 

other sources, 183 53 

Balance to profit and loss, 2,014 03 

911,444 45 $11,444 45 
Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $61,687 28 

Balance of manufacturing account, 9^,014 03 

Interest charges, 14,855 04 

Jobbing account, 361 11 

Other items, 122 65 

Balance June 30, 1899, 75,012 05 



977,026 08 $77,026 08 
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Electric plant, 
Electric lines, 
Transformers, 
Arc lamps, 
Cash on hand, 



FRANKLIN. 

(See Union Elbctbio Light Company.) 



FRANKLIN ELECTRIC LIGHT COMPANY. 

(Tamer's Falls.) 

Assets. 



$5,100 00 
2,600 00 
1,100 00 
1,200 00 
2,992 18 



Total assets, as per books of the company $12,992 18 



LlABILITIBS. 



Capital stock, 

Total liabilities, as per books of the company, 
Profit and loss balance, 



Manxtpactubino Acoount. 



Operating expenses : 

At station, 

For distribation, .... 

management, • • • . 

taxes and incidentals, . 

Income from sale of light and power. 
Balance to profit and loss, 



$2,609 31 

286 05 

69 02 

209 84 



Pbopit and Loss Account. 



Balance June 30, 1898, . 
Balance of manafactnring accoant, . 
DiTidends declared, . . . . 
Balance June 30, 1899, . 



Dr. 



$3,063 22 
943 23 

$4,006 45 
Db. 



$700 00 
2,992 18 



$10,000 00 

$10,000 00 
2,992 18 

$12,992 18 

Cb. 



$4,006 45 



$4,006 45 

Cr. 
$2,748 95 
943 23 



$3,692 18 $3,692 18 



GARDNER ELECTRIC LIGHT COMPANY. 
Assets. 

Real estate, $8,100 00 

Steam plant , 16,498 27 

Electric plant, 10,54178 

Electric lines, 13,695 71 

Transformers, 2,425 66 

Meters, 2,801 80 

Arc lamps 2,734 52 

Dne for light and power, . ' 1,764 60 

Fael on hand, 216 00 

Carbons on hand, 98 15 

Oil and waste on hand, 58 50 ^ 
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Incandescent lamps on hand, 

Globes on band. 

Other materials on hand, . 

Fixtures on hand, . 

Office furnitnre, 

Cash on hand, . 



|257 61 


16 90 


419 60 


23fi7 


38 92 


425 66 



Total assets, as per books of the companj, $60,107 14 

LlABILITIBS. 

Capital stock, $30,000 00 

Notes payable, 3,000 00 

Unpaid bills, 660 16 

Reserved fund, 15,000 00 

Total liabilities, as per books of the company, .... $48,55016 
Profit and loss balance, 11,556 98 

$60,107 14 
Manttfactubing Aooottnt. 

Ds. Cb. 

Operating expenses : 

At station, $8,303 79 

For distribution, 2,741 26 

management, 716 03 

taxes and incidentals, . . . 1,626 97 

$13,286 06 

Income from sale of light and power, .... $22,433 03 

other sources, " 131 10 

Balance to profit and loss, 9,278 08 



$22,664 13 $22,664 13 
Profit Aim Loss Acoottmt. 

Dk. Or. 

Balance June 30, 1898, . . . . . '. . $5,526 23 

Balance of manufacturing account, 9,278 08 

Rents, 21 00 

Jobbing account, 63 26 

Other items of income, 3 89 

Interest paid, $266 93 

Dividends declared, 2,460 00 

Depreciation, 662 86 

Other items, 46 70 

Balance June 30, 1899, 11,566 98 

$14,882 46 $14,882 46 



GARDNER GAS, FUEL AND LIGHT COMPANY. 
Assets. 

Real estate, $6,972 28 

Machinery and manufacturing appliances, 13,823 02 

Street mains, 22,463 99 

Meters, 1,914 99 

Due for gas, 504 92 

Enrlchers on hand, 400 00 

Stoves and gas fixtures on hand, ,. . . 610 00 

Sundry accounts due the company, 147 40 

Cash on hand, 15 31 

Investments, ■ 260 00 

Total assets, as per books of the company #^$46,101 91 ^ 
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Liabilities. 

Capital stock, $26,200 00 

Bonds Issned, 15,500 00 

Notes payable, 2,710 00 

Unpaid bills 178 50 

Total liabilities, as per books of the company $44,588 50 

Profit and loss balance 1,513 41 

$46,101 91 
Manupaoturino Account. 

Dr. Cs. 

Operating expenses : 

At works, $4,660 79 

For management, 1,468 61 

taxes and incidentals, ... 778 58 

$6,802 88 

Income from sale of gas, $8,969 24 

residuals, 24 75 

Balance to profit and loss, 2,191 11 

"^993 99 $8,993 99 

Pbofit Aim Loss Account. 

Ok. Cr. 

Balance June 30, 1898, $1,466 89 

Balance of manafkctaring account, 2,19111 

Jobbing account 108 85 

Interest paid $943 44 

Dividends declared, 1,310 00 

Balance June 30, 1899, 1,613 41 

$3,766 85 $3,766 85 



GLOUOESTBR ELECTRIC COMPANY. 
Assets. 

Real estate, $38,391 68 

Steam plant 33,725 20 

Electric plant, 36,918 86 

Electric lines, 49,424 48 

Transformers, 547 56 

Meters, 1,866 61 

Due for light and power, . , 6,237 43 

Fuel on hand, 840 30 

Carbons on hand, 20 00 

Oil and waste on hand, 41 63 

Incandescent lamps on hand, 136 52 

Globes on hand, 21 70 

Motors on hand, 283 60 

Fixtures on hand, 659 42 

Horses, wagons, etc., 300 00 

Sundry accounts due the company, 652 79 

Office furniture, 124 40 

Cash on hand, 2,831 02 

Investments, 11,762 65 

Insurance prepaid, 200 00 

Tutalassets, as per books of the company, $184,975 84 
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LlABILITIBS. 

Capital stock 950,000 00 

Bonds Issaed, 48,000 00 

Notes payable, 64,600 00 

Unpaid biUs, 6,446 34 

Interest accrued but not due, 1,640 00 



Total liabilities, as per books of the companj, |170,586 34 

Profit and loss balance, 14,389 60 



Mantpactubino Account. 

Operating expenses : 

At station, |15,798 80 

For distribution, 3,410 81 

management, 2,293 70 

taxes and incidentals, . . . 4,664 16 



1184,975 84 
Dr. Cb. 



126,167 47 



Income from sale of light and power, .... 933,15247 

other sources, 133 48 

Balance to profit and loss 7,118 48 



$33,286 96 $33,285 95 

Pbofit and Loss Account. 

dh. Cr. 

Balance June 30, 1898, $13,780 26 

Balance of manufacturing account, 7,118 48 

Rents 346 74 

Other items of income, 275 00 

Interest paid, $5,316 99 

Other items, 1,814 98 

Balance June 30, 1899, 14,389 60 



$21,520 47 $21,520 47 



GLOUCESTER GAS LIGHT COMPANY. 
Assets. 
Real estate, machinery and manufacturing appliances, street mains 

and meters, $86,464 05 

Due for gas, 4,749 92 

Gas on hand, 120 80 

Gas coal on hand, 1,673 60 

Coke on hand, 460 00 

Tar on hand, 412 00 

Purifying materials on hand, 50 00 

Other materials on hand, 3,700 00 

Stoves on hand, 175 00 

Fixtures on hand, 785 00 

Horses, wagons, etc., 225 00 

Sundry accounts due the company, 5,391 56 

Cash on hand, 1,851 12 

Notes receivable 2,006 63 

Total assets, as per books of the company, $108,054 67 
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LlABILITIBS. 

Capital stock, 980,000 00 

Unpaid bills, 4,086 55 

Total liabilities, as per books of the company, .... 984,086 65 
Profit and loss balance, 23,968 12 

9108,054 67 
Manufactuiiing Acoount. 

Da. Cr. 

Operating expenses : 

At works, 915,390 45 

For distribntion, 363 66 

management, 6,412 33 

taxes and incidentals, . 2,673 37 

Income from sale of gas, 

residnals, 

other sooroes, 

Balance to profit and loss, 



923,839 80 



Profit and Loss Account. 



Balance June 30, 1898, . 
Balance of mannfiictaring account. 
Interest received, 

Rents, 

Jobbing account, 
Other items of income, 
Interest paid, .... 
Dividends declared, ... 

Other items 

Balance June 30, 1899, 





931,964 73 




6,444 36 




1 00 


13,660 29 




937,400 09 


937,400 09 


Dr. 


Cb. 




918,061 89 




13,560 29 




61 07 




2,292 76 




392 69 




187 84 


941 67 




9,600 00 




926 75 




23,968 12 




934,636 64 


934,536 54 



GRAFTON ELECTRIC COMPANY. 

ASSBTS. 



Steam plant, 

Electric plant, 

Electric lines, 

Transformers, 

Meters, 

Due for light and power, . 
Incandescent lamps on hand, . 
Sundry accounts due the company, 
Office furniture, . . . . 
Cash on hand, 



9400 00 


2,300 00 


9,064 96 


810 87 


492 60 


968 65 


52 00 


231 70 


19 60 


82 50 



Total assets, as per books of the company, 914>412 67 

Liabilities. 

Capital stock, 910,000 00 

Notes payable, . 2,300 00 

Unpaid bills, 529 56 

Total liabilities, as per books of the company 912,829 66 

Profit and loss balance, 1,683 02 



914,412 67 
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Manxjtaotubino Account. 

Db. Cr. 

Operating expenses : 

At station, 92,040 64 

For distribation, 1,273 52 

management, 187 73 

taxes and incidentals, ... 178 00 

|3,679 89 

Income from sale of light and power, .... 94,856 95 

Balance to profit and loss, 1,177 06 

94,856 95 
Profit and Loss Aooount. 

Dr. 

Balance June 30, 1898, ....... 

Balance of mannfactoring account, 

Other items of income 

Interest paid, 999 00 

Dividends declared, 400 00 

Depreciation, 1,000 00 

Balance Jane 30, 1899, 1,583 02 



94,856 95 

Cr. 

91,877 49 

1,177 06 

27 47 



93,082 02 93,082 02 



GREAT BARRINGTON ELECTRIC LIGHT COMPANY. 

A88£T8. 

Real estate, 91,560 00 

Steam plant, 200 00 

Electric plant, 16,078 30 

Electric lines, 22,846 95 

Transformers, 2,071 71 

Meters, 1,861 65 

Due for light and power, 1,451 05 

Fuel on hand, 54 00 

Oil and waste on hand, 4 58 

Incandescent lamps on hand, 61 30 

Fixtures on hand, 365 35 

Horses, wagons, etc., 116 49 

Snndrj accounts due the companj, 440 45 

Office furniture, 60 00 

Cash on hand, 264 83 

Total assets, as per books of the company, 947,436 66 



Liabilities. 

Capital stock, 923,800 00 

Bonds issued, . 15,000 00 

Notes payable, . , ' . . 4,000 00 

Unpaid bUls, 634 99 

Amounts due from the company, not included above, .... 614 11 

Total liabilities, as per books of the company, .... 944,049 10 

Profit and loss balance, 3,387 56 



947,436 66 
Digitized by LjOOQ IC 



Iviii GAS AND ELECTRIC LIGHT. [Jan. 



Maki/taotubing Acoount. 

Db. Cb. 

Operating expenees : 

At station, $5,047 26 

For distribution 460 97 

management, 306 29 

taxes and incidentals, ... 094 21 

16,458 72 

Income from sale of light and power, .... $12,016 07 

Balance to profit and loss, 6,667 35 

$12,016 07 $12,016 07 

Profit and Loss AccoxmT. 

Dk. Ck. 

Balance June 30, 1898, $6,493 97 

Balance of manufacturing account, 5,557 35 

Interest paid $1,163 29 

Depreciation, 5,931 64 

Other items, 568 83 

Balance June 30, 1899, 3,387 56 



$11,051 32 $11,051 32 



GREENDALE CHEMICAL AND ELECTRIC LIGHTING COMPANY. 

(Needham. Not incorporated.) 

Assets. 

Steam plant, $1,341 86 

Electric plant 1,711 16 

Electric lines, 3,919 81 

Transformers 1,074 78 

Meters, 344 60 

Oil and waste on hand, 79 00 

Incandescent lamps on hand, 19 63 

Other materials on hand, 303 06 

Horses, wagons, etc., 203 40 

Sundry accounts due the company, 865 51 

Office furniture, 10 00 

Investments, 692 72 

Total assets, as per books of the company, $10,565 53 



Liabilities. 

Capital invested, $9,787 01 

Unpaid bills, 144 54 

Total liabilities, as per books of the company, .... $9,931 55 
Profit and loss balance, 633 98 

$10,565 53 
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Manufacturing Aooount. 

[From Sept. 1, 1898.] 

Dm. Cr. 

Operating expenses : 

At station, $3,062 74 

For distribation, 139 46 

management, 162 88 

taxes and incidentals, ... 653 21 

|3,918 29 

Income from sale of light and power, .... $3,266 27 

other sources, 22 10 

Balance to profit and loss, 629 92 

$3,918 29 $3,918 29 

Profit and Loss Account. 

Db. Ch. 

Balance of mannfactoring account, $629 92 

Wiring and lamp sales, $1,341 80 

Interest paid, 77 90 

Balance June 30, 1899, 633 98 

$1,341 80 $1,341 80 



GREENFIELD ELECTRIC LIGHT AND POWER COMPANY. 

Assets. 

Real estate, $8,430 46 

Steam plant, 22,404 00 

Electric plant, 13,171 58 

Electric lines, 12,686 08 

Transformers, 1,486 43 

Meters, 3,678 76 

Arc lamps, 1,057 91 

Due for light and power, 2,049 90 

Fuel on hand, 456 25 

Carbons on hand, 72 00 

Oil and waste on hand, 37 20 

Incandescent lamps on band, 280 00 

Other materials on hand, 650 13 

Sundry accounts due the company, 336 73 

Office furniture, 79 00 

Cash on hand, 931 46 

Total assets, as per books of the company, $67,807 89 



Liabilities. 

Capital stock, $30,000 00 

Bonds issued, 25,000 00 

Notes payable, 6,000 00 

Unpaid bills, 663 50 

Total liabilities, as per books of the company, .... $60,663 60 

Profit and loss balance, 7,144 39 



$67,807 89 
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MANUFAOTUSIMO AOOOUITT. 

Ds. Cr. 

Operating expenses : 

At station, 98,026 79 

For distribution, 2,149 16 

maDagement, 1,676 81 

taxes and incidentals, ... 767 80 

$12,619 06 

Income from sale of light and power, .... $18,452 33 

other sources, 726 86 

Balance to profit and loss, 6,659 13 

$19,178 19 $19,178 19 
Profit and Loss Aooottnt. 

Dx. Cb. 

Balance June 30, 1898, $6,977 37 

Balance of manufacturing account, 6,659 13 

Rents, 60 00 

Jobbing account, 336 01 

Interest paid, $1,778 12 

Dividends declared, 1,200 00 

Depreciation, 3,800 00 

Balance June 30, 1899 7,144 39 



$13,922 61 $13,922 51 



GREENFIELD GAS LIGHT COMPANY. 
Assets. 

Real estate, $16,608 47 

Machinery and manufacturing appliances, 28,000 00 

Street mains, 6,474 21 

Meters, 2,170 90 

Due for gas, 1,038 90 

Coke on hand, . 2 00 

Tar on hand, . 270 00 

Enrichers on hand, 66 00 

Other materials on hand, 26 00 

Stores on hand, 80 00 

Sundry accounts due the company, 82 70 

Cash on hand, 1,783 62 

Total assets, as per books of the company, $65,691 70 



Liabilities. 

Capital stock, $60,000 00 

Total liabilities, as per books of the company, $50,000 00 

Profit and loss balance, ' 5,591 70 



$56,591 70 
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IfANXJFAOTUSING ACCOUNT. 



Operating expenses : 
At works, . • • 
For dlstribntlon, • 

managementi . 

taxes and incidentals, 



$3,482 20 

68 30 

1,680 41 

032 40 



Income from sale of gas, . 

residnals, . 

Balance to profit and loss, 



Pbofit and Loss Accottnt. 



Balance June 30, 1898, . 
Balance of mannfactaring account, 
Jobbing account, . . • . 

Interest paid, 

Diyidends declared, . . . . 
Balance June 30, 1899, . 



Dh. 

96,763 31 

3,114 28 

18,877 69 

Db. 



Cb. 



18,462 77 
414 82 



$8,877 69 

Cb 
|4,636 17 
3,114 28 
32 25 



$60 00 
2,040 00 
5,691 70 

17,681 70 $7,681 70 



HAVERHILL ELECTRIC COMPANY. 

Assets. 



Real estate, 

Steam plant, 

Electric plant, 

Electric lines, 

Transformers, 

Meters, 

Arc lamps, 

Due for light and power, . 

Fuel on hand, 

Carbons on hand, . . . . 
Oil and waste on hand, . 
Incandescent lamps on hand, . 
Globes on hand, . • . . 
Other materials on hand, . 
Horses, wagons, etc.. 
Sundry accounts due the company, . 
Office furniture, . . . . 

Cash on hand, 

Investments, 



$49,672 98 


62,866 63 


73,093 08 


67,066 47 


6,632 88 


3,660 62 


13,411 14 


8,913 64 


1,644 96 


224 94 


66 53 


266 41 


41 42 


2,154 97 


605 64 


293 29 


655 17 


7,994 76 


6,000 00 



Totalassets, as per books of the company, $294,944 62 



Liabilities. 
Capital stock, $127,600 00 



Bonds issued, 

Notes payable, 

Unpaid bills 

Depreciation fund 

Total liabilities, as per books of the company. 
Profit and loss balance, ...... 



86,000 00 

800 00 

1,319 10 

20,000 00 

$234,619 10 
60,325 42 



$294,944 62 
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Makvfaotu&imo Aooovnt. 

Dk. Cs. 

Operating expenses : 

At station, . .... f 16,768 00 

For distribution, 9,060 98 

management, 6,596 32 

taxes and incidentals, • . . 6,878 39 

137,802 69 

Income from sale of light and power, .... $63,454 07 

other sources, 2 00 

Balance to profit and loss 26,163 38 

$63,466 07 $63,466 07 
Pbofit and Lobs Aooount. 

De. Cb. 

Balance June 30, 1898, $48,501 38 

Balance of manofactnring acooant, 26,153 38 

Bents, 84 00 

Jobbing account, 855 92 

Other items of income, 70 74 

Interest paid, $5,140 00 

Dividends declared, 10,200 00 

Balance June 30, 1899, 60,326 42 



$76,666 42 $75,665 42 



HAVERHILL GAS LIGHT COMPANY. 
Assets. 

Real estate, $52,975 00 

Machinery and manufacturing appliances, 150,000 00 

Street mains, 108,739 62 

Meters, 27,691 34 

Due for gas, 10,223 79 

Gas coal on hand, 1,660 68 

Enrichers on hand, 1,839 28 

Purifying materials on hand, 150 00 

Other materials on hand, 2,051 73 

Horses, wagons, etc., 800 00 

Sundry accounts due the company, 302 41 

Cash on hand, 16,880 01 

Investments, stock, bonds, etc., 27,797 60 

Total assets, as per books of the company $401,101 26 



Liabilities. 

Capital stock, $75,000 00 

Unpaid bills, 3,131 58 

Surplus fund, 260,000 00 

Total liabilities, as per books of the company, . . . $338,131 58 

Profit and loss balance, 62,969 68 



$401,101 26 
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Manufaotubino Account. 

Dr. Gb. 

Operating expenses : 

At works, $36,912 40 

For distribution, 4,200 77 

management, 10,540 57 

taxes and incidentals, . . 4,959 36 

156,613 10 

Income from sale of gas, |109,241 93 

Balance to profit and loss, 52,628 83 

$109,241 93 $109,241 93 

PbOFIT AMD Loss ACCOUNT. 

Db. Cs. 

Balance Jane 30, 1898, $25,871 87 

Balance of manufacturing account, .... 52,628 83 

Interest received, 830 00 

Bents, . 798 73 

Other items of income, 83 74 

Interest paid, $805 55 

Diyidends declared, 15,000 00 

Jobbing account, 203 85 

Other items, 1,234 09 

Balance June 30, 1899, 62,969 68 



$80,213 17 $80,213 17 



HOLYOKE WATER POWER COMPANY. 

Manufacturing Account. 

Dr Cb 

Operating expenses (gas) : 

At works, $40,883 18 

For distribution, 6,690 06 

management, 4,969 65 

taxes and incidentals, . . 5,861 63 

$58,404 52 

Operating expenses (electric) : 

At station, $10,917 90 

For distribution, 8,473 61 

management, 3,351 51 

taxes and incidentals, • . . 3,598 40 

26,341 42 

Income from sale of gas, $85,186 36 

residuals, 7,158 48 

other sources (gas), ..... 41229 

sale of electric light and power, . . 57,644 87 

other sources (electric), .... 1,468 78 

Balance to profit and loss : 

Gas, 34,352 61 

Electric, 32,772 23 

$151,870 78 $151,870 78 
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HTDE PARK ELECTRIC LIGHT COMPANY. 

A88BT8. 

Real estate, f 53,524 23 

Steam plant, 74,352 05 

Electric plant 

Electric lines 

Transfoimers, 

Meters, 

Arc lamps, 

Dae for light and power 

Fuel on hand, 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on hand, 

Other materials on hand, 

Horses, wagons, etc., 

Sundry accounts due the company, 

Office famitare, 

Cash on hand, 

Interest and insurance prepaid, 

Total assets, as per books of the company, $317,775 74 

Liabilities. 

Capital stock, f 100,000 00 

Bonds issued, 69,000 00 

Notes payable, 135,089 90 

Unpaid bUls, 2,129 62 

Interest accrued but not due, . . . «. 2,152 08 



55,838 86 


65,450 62 


18,970 20 


7,427 97 


13,176 55 


10,360 24 


1,490 40 


212 45 


33 27 


374 01 


136 13 


1,673 05 


1,099 37 


10,253 20 


120 70 


2,682 10 


710 34 



Total liabilities, as per books of the company, .... $308,371 50 
Profit and loss balance, 9,404 24 



Manufaoturino Account. 

Operating expenses : 

At station, $27,474 36 

For distribution, 4,135 96 

management 3,362 74 

taxes and incidentals, . . . 3,801 66 



$317,775 74 
Db. Ce. 



$38,774 72 



Income from sale of light and power, . . . . $67,775 58 

other sources, 332 00 

Balance to profit and loss, 29,332 86 



$68,107 58 $68,107 58 
Profit and Loss Account. 

Dr. Gh. 

Balance June 30, 1898, $5,000 00 

Balance of manufacturing account, 29,332 86 

Interest paid, $10,675 86 

Dividends declared 4,000 00 

Depreciation 10,252 76 

Balance June 30, 1899 9,404 24 

$34,332 86 $34,332 86 
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IPSWICH GAS LIGHT COMPANY. 

Assets. 

Real estate, t3,875 00 

Machinery and manafacturing appliances, 7,773 97 

Street mains, 5,515 57 

Meters, 2,128 55 

Dae for gas 872 52 

Gas coal on hand, 60 00 

Enrichers on hand, 27 00 

Cash on hand, 2,514 26 

Investments 500 00 



Total assets, as per books of the company, f 23,266 86 

Profit and loss balance 3,798 14 

127,065 00 
Liabilities. 

Capital stock, f 16,000 00 

Bonds issued, 8,000 00 

Notes payable, 3,000 00 

Unpaid dividends, 65 00 



Total liabilities, as per books of the company, .... f 27,065 00 
Manvfactubimo Account. 



Operating expenses : 

At works, 12,174 27 

For distribution 91 40 

management 868 22 

taxes and incidentals, ... 123 40 



Cb. 



13,247 29 



Income from sale of gas f 6,333 41 

Balance to profit and loss, 3,086 12 

$6,333 41 16,33311 
Profit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, $5,166 76 

Balance of manufacturing account, $3,086 12 

Interest received, 30 00 

Interest paid, 637 50 

Dividends declared 1,120 00 

Balance June 30^ 1899, ....... 3,798 14 

$6,914 26 $6,914 26 



JAMAICA PLAIN GAS LIGHT COMPANY. 

Assets. 

Real estate, $104,096 50 

Machinery and manufacturing appliances, 145,951 00 

Street mains, 147,691 29 

Meters 11,618 68 

Due for gas, 11,245 66 

Gas coal on hand, 1,071 01 

Coke on hand, 2,700 00 

Tar on hand, 3,000 00 

Enrichers on hand, 64 31 
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Pnriiying materials on hand, • 

Other materials on hand, . 

StoTei on hand, • . . . 

Horses, wagons, etc., 

Sundry aooonnts dne the company. 

Office ftimitnre, . . . . 

Cash on hand, 



t»^ 


46175 


20 00 


MOOD 


2,036 89 


113 16 


888 03 



Total assets, as per books of the company, f 431,465 68 

LlABILITIBS. 

Capital stock f 250,000 00 

Notes payable, 8,000 00 

Unpaid bills, 2,676 43 

Deposits, 1,664 67 

Premium account, 17,776 00 

Total liabilities, as per books of the company, .... $276,006 00 
Profit and loss balance, 156,449 68 

1431,465 68 

MANrFAOTUBINO AOCOUNT. 

Dr. Ck. 

Operating expenses : 

At works 961,267 10 

For distribution, 4,909 16 

management, 9,818 10 

taxes and incidentals, • . . 6,016 61 

172,010 87 

Income flrom sale of gas, f 103,499 14 

residuals 20,868 11 

Balance to profit and loss 62,366 38 

1124,367 26 f 124^,367 25 
Profit and Loss Account. 

Dr. c«. 

Balance June 30, 1898, f 129,560 11 

Balance of manufacturing account, 62,356 38 

Rents 120 00 

Jobbing and stove accounts, 217 84 

Other items of income, 9 49 

Interest paid |804 14 

Dividends declared, 26,000 00 

Balance June 30, 1899, 166,449 68 



f 182,253 82 f 182,263 82 



LAWRENCE GAS COMPANY. 
Assets. 

Real estate (gas), f 166,340 72 

Machinery and manufacturing appliances (gas), 182,076 81 

Street mains (gas) 196,872 68 

Meters (gas), 43,472 18 

Due for gas, 13,327 61 

Oas coal on hand 3,331 46 

Coke on hand, 1,299 64 

Tar on hand, 2,201 00 

Enrichers on hand, 1,117 76 

Purifying materials on hand, 108 26 

Other gas materials on hand, 8,011 10 

Stoves on hand, . . . f 4,023 63 > 
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11,662 77 


19,760 76 


11,972 76 


8,716 71 


269 59 


90 64 


372 31 


94 23 


2,764 86 


3,614 87 


1,328 67 


10,813 60 


2,726 13 


21,660 74 


219 21 


12,681 62 
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Gas fixtareg on hand S664 89 

Real estate (electric), 24,048 81 

Steam plant (electric), 76,766 26 

Electric plant, 86,427 71 

Electric lines 102,034 86 

Meters (electric), 

Arc lamps, 

Dae for electric light and power, 

Fnel on hand (electric), 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on hand, 

Other electric materials on hand, . . . . 

Motors on hand, 

Ammonia, 

Snndrj accounts dne the company, 

Office famitnre 

Cash on hand, 

Interest, 

Inyestments, 

Total assets, as per books of the company, f 1,014,743 42 

LlABILITIBS. 

Capital stock, 1690,000 00 

Bonds issued 126,000 00 

Notes payable, 109,000 00 

Unpaid bills, 16,406 62 

Deposits, 942 00 

Reserved fund, 28,871 42 

Depreciation ftind, 60,421 10 

Amounts dne from the company, not included above 8,461 83 

Total liabilities, as per books of the company, .... f 929,091 97 
Profit and loss balance, 85,661 46 

f 1,014,743 42 
Makupaotubing Aooovnt. 

Db. Cb. 

Operating expenses (gas) : 

At works, $66,438 96 

For distribution, 14,688 62 

management, 16,420 07 

taxes and incidentals, . . . 11,092 81 

f 107,640 36 

Operating expenses (electric) : 

At station, $37,211 87 

For distribution 16,847 09 

management, 9,262 06 

taxes and incidentals, . . . 6,463 33 

69,764 84 

Income from sale of gas, $131,764 96 

residuals 21,006 80 

other sources (gas), 79 00 

sale of electric light and power, . . . 87,968 94 

other sources (electric), .... 2,66209 

Balance to profit and loss : 

Gas, 46,209 40 

Electric, 20,866 69 



$243,480 79 

uigitizea oy 



o'^Siy^^le 



Ixviii GAS AND ELECTRIC LIGHT. [Jan. 



Propxt and Loss Aooount. 

Ds. Cb. 

Balance June 30, 1896 f 84,578 11 

Balance of gas mannfactaring account, .... 45,209 40 

Balance of electric manufacturing acconnto, . . . 20,866 69 

Interest receiyed, 537 65 

Jobbing and lamp sales accounts, 1,145 04 

Other items of income, 46 46 

Interest paid, f 10,692 53 

DiTidends declared, 36,400 00 

Depreciation, 2,600 00 

Depreciation fbnd, 9,000 00 

Reserved fund for power plant, 8,451 83 

Other items, 787 44 

Balance June 30, 1899, 85,661 45 

f 162,383 25 f 152,383 26 



LEE ELECTRIC COMPANY. 

Assets. 



Street mains (gas) , . 

Meters (gas) 

Real estate (electric), 

Steam plant (electric) , 

Electric plant, .... 

Electric lines, .... 

Transformers, .... 

Meters (electric), 

Dae for light and power, . 

Other electric materials on hand. 

Horses, wagons, etc.. 

Office fumitore. 

Cash on hand, .... 



12,000 00 


300 00 


6,000 00 


13,321 08 


6,840 77 


18,175 41 


3,074 08 


912 25 


961 59 


385 00 


196 00 


37 26 


214 39 



Total assets, as per books of the company, f 52,417 82 

Liabilities. 

Capital stock, f 20,000 00 

Bonds issued, 20,000 00 

Notes payable, 6,000 00 



Total liabilities, as per books of the company, .... f 46,000 00 
Profit and loss balance, 6,417 82 

152,417 82 
Manufacturing Account. 

Dr. Cb. 

Operating expenses : 

At station f 4,136 92 

For distribution, 164 77 

management, 318 00 

taxes and incidentals, ... 302 96 



$4,922 65 



Income from sale of light and power, .... $7,87699 

Balance to profit and loss, 2,953 34 

$7,875 99 $7,875 99 

uigitizea Dy vjv^'OQlC 
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Propit and Loss Acoovnt. 

Dr. Cr. 

Balance June 30, 1898, . . . ' . . . . $5,731 61 

Balance of manufacturing account, 2,953 34 

Rents 94 25 

Interest paid, $1,469 58 

Dividends declared, 900 00 

Other items, I 80 

Balance June 30, 1899, 6,417 82 





$8,779 20 

Dr. 

$4,150 00 
690 00 


$8,779 20 


DANIEL F. LEHAN. 

(Taunton.) 

Manufactubino Account. 

Operating expenses : 

At station $4,000 00 

For distribution, 150 00 


Cr. 


Income from sale of light and power, .... 
Balance to profit and loss, 


$4,840 00 




$4,840 00 


$4,840 00 



LENOX ELECTRIC COMPANY. 

ASSBTS. 

Electric lines $24,863 65 

Transformers 2,422 04 

Meters, 1,743 29 

Cash on hand, 2,118 26 



Total assets, as per books of the company, $31,147 23 

Liabilities. 
Capital stock, $20,000 00 



Total liabilities, as per books of the company, .... $20«000 00 
Profit and loss balance, 11,147 23 



Manupaoturino Account. 

Operating expenses : 

At station, $3,157 69 

For distribution, 182 79 

management, 222 17 

taxes and incidentals, ... 199 13 



$31,147 23 
Dr. Cr. 



$3,761 78 



Income from sale of light and power, .... $6,094 65 

Balance to profit and loss 2,332 77 

$6,094 55 $6,094 56 
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Profit ajtd Lom Aoooumt. 

Balance Jane 30, 1896, 

Balance of manafactnring accoant, .... 

Diyidendfl declared, 

Balance Jane 30, 1899, 



DB. 


Cb. 




f 10,014 46 




2,832 77 


f 1,200 00 




11,147 23 





f 12,847 28 f 12,347 28 



LEOMINSTER ELECTRIC LIGHT AND POWER COMPANY. 

ASBBTt. 

Real estate, f 11, 764 69 

Steam plant, 28,491 68 

Electric plant 25,702 71 

Electric lines, 51,528 07 

Transformers, 

Meters, 

Arc lamps, 

Patent rights, 

Dae for light and power, 

Fuel on hand, 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Olobes on hand, 

Other materials on hand, 

Tools on hand, 

Fixtures on hand, * . 

Horses, wagons, etc., 

Office famitnre, 

Cash on hand, 

Notes reoeirable, 

Lisnrance prepaid, 



11,805 64 


5,195 05 


10,285 49 


10,000 00 


6,760 91 


284 58 


44 16 


45 86 


48 48 


28 25 


146 39 


172 21 


35 89 


296 20 


165 07 


2,611 80 


112 00 


583 92 



Total assets, as per books of the company, f 165,608 94 



LlABILITIBS. 

Capital stock, 

Notes payable, 

Unpaid bills, 

Interest due bot not paid, 

Guarantee account, 

Amounts due from the company, not induded above. 

Total liabilities, as per books of the company. 
Profit and loss balance, 



BfANVPAOTURING AOOOrNT. 



Operating expenses : 

At station, 

For distribution, .... 

management, .... 

taxes and incidentals, . 

Income from sale of light and power, 

other sources, 
Balance to profit and loss. 



118,622 76 

1,834 76 

787 54 

2,067 21 



$50,000 00 


70,000 00 


2,677 41 


1,749 90 


31.575 27 


443 15 


f 156,445 73 


9,163 21 


f 165,608 94 


Cs. 



$22,812 27 



7,708 40 

$80,520.67 

uigitizea Dy 
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Profit and Lobb Accottht. 



BalaDoe June 30, 1898, . 
Balance of mannfactaring accoant, . 
Jobbing and lamp sales accounts, . 

Interest paid, 

Balance Jane 30, 1899, . 



Dr. 


Ck. 




•4,927 62 




7.708 40 




69 04 


fd,631 85 




9,163 21 





112,695 06 f 12,695 06 



LEOMINSTER OAS LIGHT COMPANY. 

Abbbts. 



Real estate, 

Machinery and mannfactaring appliances. 

Street mains, 

Meters, 

Due for gas, 

Coal on hand, 

Enrichers on hand, 

Sundry accounts due the company, 

Cash on hand, 

Notes receiTable, 



113,000 00 


14,962 97 


20,000 00 


2,037 03 


1,316 20 


593 60 


168 90 


4480 


3,244 63 


2,500 00 



Total assets, as per books of the company, $67,858 13 

Liabilities. 
Capital stock, f 50,000 00 



Total liabilities, as per books of the company, .... $50,00000 
Profit and loss balance, 7,858 13 



Manvpacttbino Account. 

Operating expenses : 

At works, $2,537 92 

For distribution, 167 69 

management, 1,610 50 

taxes and incidentals, ... 633 73 



$57,858 13 
Cb. 



$4,849 74 



Income from sale of gas, $7,740 47 

other sdnroes, 44 80 

Balance to profit and loss, 2,935 53 



$7,785 27 $7,785 27 

Profit and Loss Account. 

De. Cb. 

Balance June 30, 1898, $6,944 40 

Balance of manufacturing account, 2,935 53 

Interest receiyed, 110 00 

Bents, 60 00 

Diyidends declared $2,000 00 

Construction charged off, 167 30 

Other items, 24 60 

Balance Jnne 30, 1899, 7,858 13 



$10,049 98 $10,049 98qTp 
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BRADFORD LEWIS & SON. 

(Walpole.) 

Manufaotubino Account. 

Db. Ch. 

Operating expenses : 

At station, f 2^72 30 

For distribution, 664 80 

taxes and incidentals, . . . 115 10 

$3,242 20 

Income flrom sale of light and power, .... $5,660 62 

Balance to profit and loss 2,318 32 

15,560 62 $5,560 62 



LOWELL ELECTRIC LIGHT CORPORATION. 
Assets. 

Real estate, $27,753 01 

Steam plant, 100,000 00 

Electric plant, 186,342 74 

Electric lines 190,847 23 

Transformers, 39,022 00 

Meters 21,418 00 

Arc lamps, 43,870 00 

Dne for light and power, 12,039 16 

Fuel on hand, 100 18 

Carbons on hand, 1,117 26 

Oil and waste on hand, 42 78 

Incandescent lamps on hand, 426 32 

Globes on hand 414 02 

Other materials on hand, 2,603 88 

Insurance, 2,867 20 

Horses, wagons, etc., 600 00 

Sundry accounts due the company, 940 62 

Office furniture 258 60 

Cash on hand, 3,486 79 

Investments, 29,339 18 

Total assets, as per books of the company, $612,388 80 



Liabilities. 




Capital stock, 


. $300,000 00 


Bonds issued, 


. 183,000 00 


Notes payable, 


26,000 00 


Unpaid bills, 


9,293 66 


Deposits 


. . 222 00 


Interest accrued but not due, 


79 59 


Amounts due from the company, not included abOTe, . 


2,442 00 


Total liabilities, as per books of the company. 


. $620,037 15 


Profit and loss balance, 


92,361 66 



$612,388 80 

Digitized by VjOOQ IC 
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MAin7FA0TVHINO ACCOUNT. 

Db. Cb. 

Operating expenses : 

At station $41,888 61 

For distribation, 20,753 04 

management, 10,358 61 

taxes and incidentals, . . . 8,267 02 

$81,257 28 

Income from sale of light and power, .... $136,360 04 

Balance to profit and loss, 55,102 76 

$136,360 04 $136,360 04 

Profit and Loss Account. 

Dr. Cb. 

Balance Jane 30, 1898, $107,108 07 

Balance of mannfacturing accoant, 55,102 76 

Interest received, 1,589 18 

Jobbing accoant, 543 00 

Interest paid, $10,612 02 

DiTidends declared, 7,500 00 

Depreciation, 50,000 00 

Other items 3,879 34 

Balance Jane 30, 1899, 92,351 65 



$164,343 01 $164,343 01 



LOWELL GAS LIGHT COMPANY. 

Assets. 

Real estate, $425,000 00 

Machinery and mannfacturing appliances, street mains and meters, . 204,446 32 

Due for gas, 1,969 05 

Gkis coal on hand, 3,1^ 00 

Coke on hand, '. 443 00 

Tar on hand, 1,350 00 

Enrichers on hand, 3,546 67 

Purifying materials on hand, 36 00 

Stoves on hand, 1,000 00 

Cash on hand, 68,081 90 

Notes receivable, 60,000 00 

Investments, 75,000 00 

Total assets, as per books of the company, $834,028 94 



Liabilities. 

Capital stock $500,000 00 

Total liabilities, as per books of the company, .... $500,000 00 

Profit and loss balance 334,028 94 



$834,028 94 
Digitized by VjOOQ IC 



Ixxiv 



GAS AND ELECTRIC LIGHT. 



[Jan. 



Manitvaotu&ino Acooumt. 

Db. 

Operating expenses : 

At works, $165,837 19 

For distribatlon, 21,379 39 

management, 14,434 36 

taxes and incidentals, . . . 24,212 42 

f 225,863 36 

Income from sale of gas, 

residuals, 

Balance to profit and loss, 122,298 87 



Cb. 



$308,255 85 
39,905 88 



$348,161 73 $348,161 73 

Pbofit and Lobs Account. 

Db. Cb. 

Balance Jane 30, 1898 $267,101 17 

Balance of manafactaring account, 122,298 37 

Bents 6,151 72 

Interest paid, $26 66 

Dividends declared, 60,000 00 

Jobbing and stove accounts, 1,495 66 

Balance June 30, 1899, 334,028 94 



$895,551 26 $395,551 26 



LYNN GAS And electric company. 

Assets. 

Real estate (gas), $240,322 40 

Machinery and manufacturing appliances (gas) 95,642 64 

Street mains (gas) 78,854 12 

Due for gas, 24,663 86 

Gas coal on hand, 2,249 27 

Tar on hand, 900 00 

Enrichers on hand, 491 70 

Purifying materials on hand, 89 30 

Stoves on hand, 5,212 03 

Real estate (electric) 101,857 57 

Steam plant (electric), 74,608 36 

Electric plant, 49,922 48 

Electric lines 71»255 74 

Transformers, 8,270 00 

Meters (electric), 5,128 00 

Arc lamps, 5,500 00 

Due for electric light and power, 14,801 73 

Fuel on hand (electric), ^ . . . . 1,31167 

Carbons on hand, 1,441 25 

Oil and waste on hand, 30 45 

Incandescent lamps on band, 431 25 

Globes on hand, 97 50 

Sundry accounts due the company, 836 45 

Cash on hand 2,352 38 

Investments, 1,570 90 

Total assets, as per books of the company, $787,83105 
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LlABILITIBS. 

Capital stock, $400,000 00 

Notes payable, 51,300 00 

Unpaid bills, 18,868 00 

Deposits, 2,126 60 

Depreciation fund, '..... 12,252 05 

Total liabilities, as per books of the company, .... $484,545 65 
Profit and loss balance, 303,285 40 

$787,831 05 
Manufacturing Account. 

Dh. Gr. 

Operating expenses (gas) : 

At works, $89,719 01 

For distribntion, 31,881 19 

management, 7,424 52 

taxes and incidentals, . . . 7,292 41 

$136,317 18 

Operating expenses (electric) : 

At station, $43,118 82 

For distribntion, 39,322 08 

management, 9,557 27 

taxes and incidentals, . . 8,452 27 

100,450 44 

Income from sale of gas, $159,699 36 

residuals, 181383 88 

sale of electric light and power, . . 135,337 92 

Balance to profit and loss : 

Gas, 41,766 10 

Electric, 34,887 48 

$313,421 15 $313,421 15 
Pbopit and Loss Account. 

Dr. Ch. 

Balance Jone 30, 1898, $269,108 04 

Balance of gas manafactaring account, .... 41,76610 

Balance of electric manufacturing account, . . . 34,887 48 

Bents, 667 06 

Interest paid $2,335 45 

DiTidends declared, 40,000 00 

Other items, 707 83 

Balance June 30, 1899 303,285 40 

$346"328 68 $346,328 68 



MALDEN ELECTRIC COMPANY. 
Assets. 

Real estate, $29,767 89 

Steam plant, 61,046 06 

Electric plant, 56,732 64 

Electric lines, 209,386 40 

Transformers, 18,353 34 

Meters, 17,797 53 

Arc lamps, 7,782 90 

Due for light and power, 12,925 22 

Fuel on hand, 392 39 

Carbons on hand, 106 73 

Incandescent lamps on hand, 1,418 25 
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Olobef on hand, f 45 26 

Other materials on hand 2,309 98 

Motors on hand 33 00 

Horses, wagons, etc., 1,938 01 

Sandry accounts dae the company, 4,367 59 

Office ftimitnre, 700 00 

Cash on hand, . . . . * . . 2,343 20 

Notes receWable, 65 67 

Total assets, as per books of the company, f 426,600 94 

LlABIUTIEB. 

Capital stock, f 176,000 00 

Bonds issued, 100,000 00 

Notes payable 129,300 00 

Unpaid bills 6,584 37 

Deposits, 935 00 

Interest accrued but not due, 2,123 33 

Total liabilities, as per books of the company, .... $413,942 70 

Profit and loss balance, 12,558 24 

9426,500 94 

MANT7FA0TUSINO AOCOUMT. 

_ .. Dk. Cr. 

Operating expenses : 

At station $35,681 36 

For distribution, 30,418 03 

management, 12,723 39 

taxes and incidentals, . . . 7,065 57 

$85,888 35 

Income from sale of light and power $122,390 93 

other sources, 328 03 

Balance to profit and loss, 36,830 61 

$122,718 96 $122,718 96 
Pkofit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $10,105 56 

Balance of manufacturing account, 36,830 61 

Jobbing account, 151 27 

Interest paid, $13,238 04 

Dividends declared, 9,853 50 

Depreciation, 11,437 66 

Balance June 30, 1899, 12,558 24 

$47,087 44 $47,087 44 



MALDEN AND MELROSE GAS LIGHT COMPANY. 
Assets. 

Real estate, $81,425 00 

Machinery and manufacturing appliances 110,499 06 

Street mains, 179,447 42 

Meters, 16,977 88 

Due for gas, 15,107 91 

Gas coal on hand, 1,693 66 

Coke on hand, 202 50 

Tar on hand, • 1,000 00 

Purifying materials on hand 420 00 

Other materials on hand, 9,364 66 

StOTesonhand f 9Sl 20^ 

Digitized by vj v/ v/v iv^ 



1900.] PUBLIC DOCUMENT— No. 35. Ixxvii 

Horses, wagons, etc., f 1,102 00 

Sandrj accounts dae the company 2,471 76 

Cash on hand 2,248 64 



Total assets, as per books of the company, f 421,891 69 

Liabilities. 

Capital stock f 236,000 00 

Notes payable 136,000 00 

Deposits, 3,786 00 

Unpaid dlridends 1,267 50 

Total liabilities, as per books of the company f 375,062 60 

Profit and loss balance, 46,839 09 

$421,891 69 

MANT7FACTUBING ACOOUIfT. 

Db. Cb. 

Operating expenses : 

At works $38,247 28 

For distribution, 10,174 78 

management, 8,448 69 

taxes and incidentals, • . . 6,724 23 

$63,694 88 

Income from sale of gas, $98,765 43 

residuals, 9,030 60 

Balance to profit and loss, 44,201 06 

$107,796 93 $107,795 93 
Profit and Loss Account. 

Dh. Cb, 

Balance June 30, 1898 $21,816 06 

Balance of manufacturing account, 44,201 06 

Jobbing and stove accounts, 912 91 

Other items of income, 116 19 

Interest paid, $6,267 87 

Dividends declared 14,100 00 

Other items, 848 74 

Balance June 30, 1899, 46,839 09 

$67,045 20 $67,046 20 



MARBLEHEAD GAS AND ELECTRIC LIGHT COMPANY. 

Assets. 

Real estate, $4,309 19 

Machinery and manufacturing appliances, 14,055 82 

Street mains, 21,000 00 

Meters, 1,828 33 

Due for gas, 526 00 

QtLS coal on hand, 352 00 

Coke on hand, 90 00 

Tar on hand, 26 00 

Stoves on hand, 48 46 

Fixtures on hand 150 65 

Ofiice furniture, 50 00 

Cash on hand, 236 20 

Investments, 450 00 

Total assets, as per books of the company, $43,120 54 

Profit and loss balance, 7,550 67 



^ ^ i50,671 ^ry]r> 
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LlABILITIBS. 

Capital stock $40,000 00 

Bondg iflsned, 6,600 00 

Notes payable, 2,200 00 

Unpaid bills, 1,97121 

Total liabilities, as per books of the company, .... f 60,671 21 

Mantfaotubino Account. 

db. cb. 

Operating expenses : 

At works, $4,986 22 

For distribation, 636 28 

management, 686 86 

taxes and incidentals, ... 290 43 

$6,497 78 

Income from sale of gas $4,267 62 

residnals. 96 60 

other sonrces 12 00 

Balance to profit and loss, 2,122 66 

$6,497 78 $6,497 78 

Pbofit and Loss Account. 

Dh. Ce. 

Balance Jane 30, 1898 $4,927 19 

Balance of manufacturing account, 2,122 66 

Interest paid, 600 92 

Balance June 30, 1899 $7,660 67 



$7,660 67 $7,660 67 



MARLBOROUGH ELECTRIC COMPANY. 

ASSBTS. 

Real estate, $24,367 63 

Steam plant, 23,121 99 

Electric plant, 86,364 19 

Electric lines, 26,201 62 

Transformers, 4,160 61 

Meters, 2,880 33 

Arc lamps, 7,440 40 

Due for light and power, 2,231 14 

Fuel on hand 219 00 

Carbons on hand, 108 63 

Oil and waste on hand, 12 46 

Incandescent lamps on hand, 163 44 

Globes on hand, 64 70 

Other materials on hand, 1,266 71 

Sundry accounts due the company, 387 73 

Cash on hand 496 89 

Notes receivable, 100 00 

Total assets, as per books of the company, $128,636 16 
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LlABILITIBfl. 

Capital stock, $30,000 00 

Bonds Issued, 43,700 00 

Notes payable, 38,300 00 

Unpaid bills 2,014 11 

Total liabilities, as per books of the company $114,014 11 

Profit and loss balance 14,521 05 

$128,535 16 

MANXrPAOTUBINO ACCOUNT. 

Db. Cb. 

Operating expenses : 

At station, $7,674 71 

For distribution, 4,432 78 

management, 1,393 73 

taxes and incidentals, . . . 2,214 39 

$15,716 61 

Income from sale of light and power, .... $20,94220 

other sonrces, 26 92 

Balance to profit and loss, 6,253 61 

$20,969 12 $20,969 12 

Pbofit and Lobs Account. 

Ds. c^ 

Balance June 30, 1898, $13,576 86 

Balance of mannfactnring account, 6,263 61 

Other items of income, 183 

Interest paid, $4,167 37 

Wiring materials, 143 77 

Balance June 30, 1899, 14,521 05 

$18,832 19 $18,832 19 



MARLBOROUGH GAS LIGHT COMPANY. 
Assets. 

Real estate $26,229 86 

Machinery and manufacturing appliances, 43,825 87 

Street mains, 19,146 82 

Meters, 2,661 66 

Due for gas 1,499 23 

Gas coal on hand, 848 69 

Coke on hand, 210 00 

Tar on hand, 609 00 

Purifying materials on hand, 230 77 

Other materials on hand, 56 07 

Stoves on hand, 404 81 

Fixtures on hand, .» 60000 

Sundry accounts due the company, 4,301 98 

Cash on hand 4,820 16 

Inyestments, 3,170 36 

Total assets, as per books of the company, . • • . . $108,613 66 
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LlABILITIBt. 

Capital stock, $60,000 00 

Notes payable 32,900 00 

Unpaid bills, 2,424 75 

Total liabilities, as per books of the company, .... f85,324 75 
Profit and loss balance, 23,188 91 

f 108,513 66 
Manvpaotubimo Account. 

Db. Cr. 

Operating expenses : 

At works, $5,982 74 

For distribation 345 67 

management, 2,039 56 

taxes and incidentals, . . . 1,855 23 

110,223 19 

Income from sale of gas, $14,902 17 

residuals, 1,230 87 

other sources 34 44 

Balance to profit and loss, 5,944 29 

$16^167 48 $16,167 48 
Profit and Loss Account. 

Dr. Ck. 

Balance June 30, 1898, $19,647 31 

Balance of manufacturing account, .... 5,944 29 

Interest paid, $1,821 44 

Jobbing account, 681 25 

Balance June 30, 1899, 23,188 91 

$25,691 60 $26,691 60 



MASSACHUSETTS PIPE LINE GAS COMPANY. 
Assets. 

Real estate $120,416 25 

Machinery and manufacturing appliances, 270,807 87 

Street mains, 711,663 46 

Purifying materials on hand, 2,838 00 

Cash on hand, 16,428 90 

Total assets, as per books of the company, $1,121,054 47 

Liabilities. 

Capital stock, $1,000,000 00 

Notes payable, 25,000 00 

Unpaid bUls 82,527 64 

Totel liabilities, as per books of the company, .... $1,107,627 64 
Profit and loss balance, 13,526 83 

$1,121,054 47 
Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $1,919 28 

Interest received, 11,607 55 

Balance June 30, 1899, $13,526 83 

$13,526 83 $13,526 83 
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MBDPIELD ELECTRIC LIGHT AND POWER COMPANY. 
Assets. 

Real estate, f 16,582 00 

Steam plant, 24,132 29 

Electric plant, 12,834 00 

Electric lines, 7,455 16 

Transformers, 750 00 

Dae for light and power, 1,235 00 

Fuel on hand, 32 60 

Motors on hand, 148 00 

Cash on hand 336 14 

Total assets, as per books of the company $63,505 00 

Profit and loss balance 1,041 36 

$64,546 45 
Liabilities. 

Capital stock $20,000 00 

Bonds issued 18,000 00 

Notes payable 9,095 35 . 

Unpaid bUls 17,451 10 

Total liabilities, as per books of the company, , , . ^ $64,546 45 

Manufaotubino Account. 

Dr. Cr. 

Operating expenses : 

At station, $926 36 

management 32 35 

taxes and incidentals, ... 349 00 

$1,306 70 

Income from sale of light and power, .... $1,236 00 

Balance to profit and loss, 71 70 

$1,306 70 $1,306 70 
Pbofit and Loss Account. 

Db. Cb. 

Balance of manufacturing account, $71 70 

Interest paid 36 17 

Other items, 934 49 

Balance June 30, 1899, $1,041 36 

$1,041 36 $1,041 36 



MEDWAY ELECTRIC LIGHT AND POWER COMPANY. 
- Assets. 

Real estate and water power, $8,300 00 

Electric plant, 4,797 00 

Electric lines, 4,800 00 

Transformers, 680 00 

Due for electric light, 416 64 

Oil and waste on hand 110 00 

Incandescent lamps on hand, 25 00 

Total assets, as per books of the company, $13,628 64 

Digitized by VjOOQ IC 
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LlABILITIBS. 

Capital stock, $12,000 00 

Unpaid bills 122 00 

Total liabilities, as per books of the companj, .... $12,122 00 
Profit and loss balance, 1,606 64 

$18,628 64 



MILFORD BLECTRIC LIGHT AND POWER COMPANY 

ASSBTS. 

Real estate, 

Steam plant, 

Electric plant, 

Electric lines, 

Transformers, 

Meters, 

Arc lamps, 

Dae for light and power 

Fuel on hand, 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on hand, 

Other materials on hand 

Motors on hand, 

Snndry acoonnts due the company, 

Cash on hand, 

Insurance prepaid, 



$6,068 24 


14,617 08 


22,269 94 


33,078 90 


8,049 41 


1,696 17 


4,202 37 


2,040 67 


21 23 


10 32 


20 90 


132 63 


22 60 


67 61 


900 00 


86 47 


1,144 49 


170 86 



Total assets, as per books of the company, $88,683 69 

Liabilities. 

Capital stock, $40,000 00 

Bonds issaed, 

Notes payable, 

Unpaid bills, " 

Interest accrued but not due, 

Depreciation fund 

Total liabilities, as per books of the company, 
Profit and loss balance, 



Manufaotubino Accoumt. 



24,600 00 

12,886 17 

898 86 

687 60 

6,200 00 


$86,171 62 
3,412 17 


$88,683 69 
Cr. 



Operating expenses : 

At station, 

For distribution, .... 

management 

taxes and incidentals, . 

Income from sale of light and power, .... $13,463 77 

Balance to profit and loss, 

$13,468 77 $13,468 77 

uigitizea oy vjv^OQlC 
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2,140 67 

871 61 

2,084 16 


$10,738 71 
2,716 06 
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Pbofit and Lom Account. 

Db. Cb. 

Balance June 30, 1898 $8,206 83 

Balance of manofacturing acooant, .... 2,715 06 

Interest paid, $2,003 42 

Depreciation ftind, 5,000 00 

Other items, 606 SO 

Balance June 30, 1899 3,412 17 



$10,921 89 $10,921 89 



MILFORD GAS LIGHT COMPANY. 
Assets. 

Real estate, $3,450 00 

Machinery and mannfactoring appliances, 64,366 61 

Street mains, 32,047 24 

Meters 2,807 26 

Due for gas, 3,065 63 

Gas coal on hand, 2,445 91 

Coke on hand, 499 22 

Tar on hand, 562 60 

Purifying materials on hand, 16 80 

Other materials on hand, 349 26 

Stoves on hand, 391 43 

Fixtures on hand, 25 00 

Sundry accounts due the company, 389 36 

Office Aimiture, 60 00 

Cash on hand, 4,074 41 

Total assets, as per books of the company, $114,540 50 



LlABILITIBS. 

Capital stock, $72,300 00 

Unpaid bills, 167 08 

Unpaid diyidends 3,615 00 

Depredation fand, 35,800 00 

Total liabilities, as per books of the company, .... $111,882 08 
Profit and loss balance, 2,658 42 

$114,540 50 
Manuvactubing Account. 

Db. Cb. 

Operating expenses : 

At works, $10,264 30 

For distribution, 302 79 

management, 173 97 

taxes and incidentals, . . . 1,550 05 

$12,281 11 

Income from sale of gas, $19,010 82 

residuals, 1,946 07 

other sources 57 04 

Balance to profit and loss, 8,731 82 

$21,012 93 $21,012 93 
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PBOFIT AMD LOM AOCOUHT. 



Balance Jane 30, 1898, . 
Balance of mannfactoring acoonnt, . 
Jobbing account, . . . . 

DiTidends dedared 

Other items, 

Balance Jane 30, 1899» . 



Dr. 


Cb. 




11,216 19 




8,781 82 




17 88 


17,230 00 




77 42 




2,668 42 





$9,965 84 19,965 84 



MILLBURY ELECTRIC COMPANY. 

ASBBTS. 

Real eitate, $4,596 28 

Steam plant, 

Electric plant, 

Electric lines, 

Transformers, 

Meters, 

Arc lamps, 

Dae for light and power, 

Fael on hand, 

Carbons on hand, 

Oil and waste on hand, 

Incandescent lamps on hand, 

Globes on hand, 

Other materials on hand, 

Office famitnre, 

Cash on hand, 

Tools and insnrance, 



7,108 16 


5,576 61 


14,724 99 


832 80 


870 64 


2,399 02 


886 47 


66 07 


720 


30 76 


24 46 


1 94 


271 48 


66 00 


89130 


288 16 



Total assets, as per books of the company, $38,142 21 

LlABILITIBS. 

Capital stock, $17,000 00 

Bonds issned, 

Notes payable, 

Unpaid bills, 

Interest accraed bat not doe, . 

Total liabilities, as per books of the company. 
Profit and loss balance, 



Manvfaotubino Account. 

Operating expenses : 

At station, $8,166 30 

For distribation, 442 74 

management, 222 88 

taxes and incidentals, ... 464 21 



Dr. 



$4,296 IS 



16,000 00 

8,630 00 

264 58 

240 00 


$87,134 58 
1,007 63 


$38,142 21 
Cb. 



Income from sale of light and power, .... $4,999 48 

other soarces, 45 00 

Balance to profit and loss, 748 35 

$5,044 48 $6,044 48 
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Profit and Loas Account. 

Dr. Cb. 

Balance Jane 30, 1898 f 1,322 95 

Balance of manufacturing acooant, 748 35 

Wiring and lamp sales, 28 36 

Other Items of income, 146 

Interest paid $1,093 49 

Balance Jane 30, 1899, 1,007 63 

$2,101 12 $2,101 12 



MILLIS BLBCTRIC LIGHT COMPANY. 

Assets. 

Steam plant, electric plant, electric lines, transformers and meters, . $5,000 00 



Total assets, as per books of the company, $5,000 00 

Liabilities. 

Capital stock, $6,000 00 

Total liabilities, as per books of the company, .... $6,000 00 



MILTON LIGHT AND POWER COMPANY. 

Assets. 

Real estate, $15,849 10 

Steam plant, 16,734 67 

Electric plant 13,586 04 

Electric lines, 30.667 71 

Transformers, 6,894 78 

Meters 4,335 62 

Dae for light and power, 2,849 84 

Fnel on hand, . 18 00 

Oil and waste on hand, 35 60 

Incandescent lamps on hand, 668 50 

Other materials on hand, 154 00 

Cash on hand 108 38 

Notes receivable, 65 00 

Interest and insnrance 459 45 

Total assets, as per books of the company, $91,326 69 

Liabilities. 

Capital stock, $30,000 00 

Bonds issued, 30,000 00 

Notes payable, 26,685 00 

Unpaid bills, 2,080 82 

Interest accrued but not due, 474 60 

Total liabilities, as per books of the company $89,240 32 

Profit and loss balance, 2,086 37 



$91,326 69 
Digitized by LjOOQ IC 
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Manvpaoturino Aooottht. 

Db. Cr. 

Operating expenses : 

At station, $8,288 61 

For distribution, 1,166 17 

management, 1,187 96 

taxes and Incidentals, ... 921 75 

$11,604 48 

Income from sale of light and power, .... $22,646 47 

Balance to profit and loss, 11,140 99 

$22,646 47 rA646 47 

Profit and Loss Acoount. 

Di. Cr. 

Balance Jane 80, 1898, $1,924 40 

Balance of mannfactoring account, 11,140 99 

Capital stock cancelled, fiOO 00 

Interest paid, $3,111 46 

Depreciation, 4,500 00 

Other items, 3,867 66 

Balance Jane 80, 1899, 2,086 87 

$13,566 39 $13,565 89 



MORRISON, A. S., & BROTHERS. 

(Braintree.) 

Manupaoturino Account. 



Operating expenses : 
At station, . 



$1,887 44 



Income firom sale of light and power, 
Balance to profit and loss. 



$1,837 44 



Cb. 



$1,703 13 
134 31 



$1,837 44 $1,837 44 



NANTUCKET ELECTRIC COMPANY. 
Assets. 

Real estate, $200 00 

Steam plant, 4,877 40 

Electric plant, 8,209 68 

Electric lines, 7,176 83 

Transformers 4,140 86 

Meters 196 88 

Arc hunps, 2,400 00 

Dae for light and power, 997 88 

Fuel on hand, 386 00 

Carbons on hand, 26 10 

Oil and waste on hand, 20 80 

Incandescent lamps on hand, 46 00 

Globes on hand, 18 76 

Other materials on hand, 187 00 

Office famitare, 76 00 

Cash on hand 23 46 

Total assets, as per books of the company, $28,978 48 
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LlABILITIBB. 

Capital Btock 125,000 00 

Unpaid biUa 727 81 



Total liabilities, as per books of the company, .... $25,727 31 
Profit and loss balance, 3,251 17 



Manufactubino Account. 

Operating expenses : 

At station, $3,260 00 

For distribution, 143 49 

management, 1,052 17 

taxes and incidentals, ... 503 99 



$28,978 48 
Db. Cr. 



$4,959 65 



Income from sale of light and power, .... $6,346 68 

Balance to profit and loss, 1,386 03 



$6,345 68 $6,345 68 

Pbofit and Loss Account. 

Dr. Cb. 

Balance June 30, 1898, $1,882 36 

Balance of manafactoring account, 1,386 03 

Interest paid, $17 22 

Balance Jane 30, 1899, 3,251 17 



$3,268 39 $3,268 39 



NANTUCKET GAS LIGHT COMPANY. 
Assets. 

Real estate, 

Machinery and mannfactnring appliances, .... 

Street mains, 

Meters, 

Dneforgas, 

Gas coal on hand 

Coke on hand, 

Tar on hand 

Cash on hand, 

Investments, 



$3,000 00 


20,000 00 


9,540 53 


4,000 00 


369 70 


743 69 


25 00 


18 00 


53 44 


368 00 



Total assets, as per books of the company, $38,118 26 

LlABILITIBB. 

Capital stock, $36,000 00 



Total liabilities, as per books of the company, .... $36,00000 
Profit and loss balance, 2,118 26 



$88,118 26 
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MAMXTVAonnLDie Aoooumt. 

Ds. 

Operating expenses : 

At works, f8,076 94 

For dlstribation, 84 50 

management, 830 78 

taxes and incidentals, . . 150 06 

18,642 36 

Income from sale of gas, 

residoals, 

other sonrces, 

Balance to profit and loss, 

Pbovit and Loss Account. 

Balance June 30, 1898, 

Balance of manafltctoring acconnt, 

Other items of income, 

Interest paid, 

Balance Jnne 30, 1899 



Gb. 





$3,977 60 




101 2G 




37 80 


474 29 




14,116 65 


94,116 65 


Dr. 


C«. 




11,665 97 




474 29 




800 


125 00 




2,118 26 





12,143 26 |2,143 26 



NATICK GAS AND ELECTRIC COMPANY. 
Assets. 

Real estate, $70,216 88 

Steam plant, 17,537 67 

Electric plant, 27,728 95 

Electric lines, 84,429 56 

Transformers, 6,550 40 

Meters, 3,054 69 

Arc lamps, 613 81 

Dae for light and power 5,367 92 

Fuel on hand, 1,138 75 

Carbons on hand, 6 70 

Oil and waste on hand, 82 87 

Incandescent lamps on hand, 124 36 

Globes on hand, 28 67 

Other materials on hand, ' 75 00 

Horses, wagons, etc., 422 50 

Sundry accounts due the company, 396 41 

Office farnitare, 194 86 

Cash on hand, 287 05 

Advanced taxes 668 25 

Total assets, as per books of the company $168,913 17 

Liabilities. 

Capital stock $62,000 00 

Bonds issaed 62,000 00 

Notes payable 23,248 69 

Unpaid bills 16,685 95 

Depreciation fhnd, 3,000 00 

Total liabilities, as per books of the company, .... $166,934 64 

Profit and loss balance, 1,978 63 

$168,913 17 
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Manvfaotubing Aooovnt. 

Dr. Cb. 

Operating expeDses : 

At station f 15,903 38 

For distribation, . . . • . 2,054 34 

management, 2,269 52 

taxes And Incidentals, . • . 3,070 54 

$23,297 78 

Income from sale of light and power, .... $32,551 63 

Balance to protft and loss, 9,253 85 

$32,551 63 $32,551 63 

Profit and Loss Account. 

Dit cr. 

Balance June 30, 1898, $2,479 67 

Balance of mannfactnring account 9,253 85 

Rents 1,144 00 

Interest paid, $4,206 31 

Dividends declared, 3,452 00 

Depreciation fund, 3,000 00 

Other items, 240 58 

Balance June 30, 1899, 1,978 63 



$12,877 52 $12,877 



NATICK GAS LIGHT COMPANY. 
Assets. 

Real estate, $13,376 74 

Machinery and mannfactnring appliances 6,330 00 

Street mains, 19,672 06 

Meters 3,529 19 

Due for gas, 2,917 50 

Gas coal on hand, 660 01 

Coke on hand 300 00 

Tar on hand 27 00 

Enrichers on hand, 55 25 

Purifying materials on hand, 42 00 

Stoves on hand, 89 47 

Sundry accounts due the company 4,937 65 

Office furniture, 195 64 

Cash on hand, 225 44 

Taxes and insurance, 83 95 

Total assets, as per books of the company, $52,44190 

LlABILITIBS. 

Capital stock, $20,000 00 

Notes payable, 13,000 00 

Unpaid bUls 2,265 01 

Total liabilities, as per books of the company $35,265 01 

Profit and loss balance, 17,176 89 

$52,441 90 
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MANTTFAOTUBIirO AOOOTTNT. 



Db. Cs. 



Operating expenses : 

At works, 14,128 04 

For distribution, 667 71 

management, 248 83 

taxes and incidentals, ... 601 85 

$5,646 43 

Income from sale of gas, f8»460 40 

residuals, 966 76 

Balance to profit and loss, 3,870 73 



Profit and Loss Account. 



Balance June 30, 1898, 

Balance of manufacturing account, . 

Interest paid 

Dividends declared, . . . . 

Depreciation, 

Jobbing account 

Balance June 30, 1899, . 



$9,417 16 


$9,417 16 


Db. 


Cr. 




$16,684 65 




3,870 78 


$466 81 




1,200 00 




588 07 




24 51 




17,176 89 





$19,465 28 $19,456 28 



NEW BEDFORD GAS AND EDISON LIGHT COMPANY. 
Assets. 

Real estate, machinery and manufacturing appliances (gas), . . $294,963 81 

Street mains (gas), 164,472 83 

Public gas lamps, 1,800 00 

Meters (gas), 19,306 66 

Due for gas, 7,657 17 

Gas coal on hand, 1,892 34 

Coke on hand, 318 76 

Tar on hand 1,576 00 

Enrichers on hand, 468 76 

Parifying materials on band, 35 00 

Other gas materials on hand, 6,124 58 

Stoves on hand, 1,687 88 

Gas and electric fixtures on hand, 3,025 67 

Real estate (electric), 69,042 04 

Steam plant (electric), 93,464 54 

Electric plant, 80,645 90 

Electric lines, 119,064 40 

Transformers, 3,983 70 

Meters (electric), 7,839 60 

Arc lamps, 11,366 61 

Patent rights 1,250 00 

Due for electric light and power, 8,697 96 

Fuel on hand (electric), 76137 
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Carbons on hand, f 1,745 55 

Oil and waste on hand, 67 50 

Incandescent lamps on hand 556 86 

Globes on hand, 395 60 

Other electric materials on hand, 20,243 54 

Motors on hand, 7,591 26 

Horses, wagons, etc., 667 85 

Sandrj accounts due the company, 13,956 08 

Office Aimiture and supplies, 1,127 57 

Cash on hand, 3,598 72 

Notes receivable 182 33 

Total assets, as per books of the company, $939,256 11 

LlABILITIBS. 

Capital stock, $550,000 00 

Notes payable 182,400 00 

Unpaid bills 4,820 02 

Deposits, 4,666 81 

Unpaid diyidends, 161 50 

Interest accrued but not due, 2,140 96 

Beserred fund 6,000 00 

Depredation fund, 30,643 24 

Total liabilities, as per books of the company, .... $779,73253 

Profit and loss balance, 159,523 58 



$939,256 11 



Manufacturing Account. 

Db. 
Operating expenses (gas) : 

At works $33,969 85 

For distribution, 7,403 41 

management, 7,746 64 

taxes and incidentals, . . . 7,567 16 

$56,686 56 

Operating expenses (electric) : 

At station, $24,546 57 

For distribution 14,236 94 

management, 7,746 64 

taxes and incidentals, . • . 8,924 40 

56,454 55 

Income from sale of gas, 

' residuals, 

other sources (gas) 

sale of electric light and power, . 
other sources (electric), .... 
Balance to profit and loss : 

Gas 47,289 60 

Electric, 42,412 42 



Cb. 



$93,642 61 

10,072 05 

211 50 

94,977 16 

2,889 81 



$201,793 13 $201,793 13 
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Pbofit and L088 Aooount. 

Dr. 

Balance June 30, 1896 

Balance of gas manafactoring account, .... 
Balance ofelectricmannfactaring account, • 

Rents, 

Jobbing, wiring and lamp sales accounts, 

Other items of Income, 

Interest paid, $7,762*66 

Dividends declared, 30,760 00 

Depreciation, 1,068 14 

Depreciation fund, 65,519 35 

Beserre tand, 6,000 00 

Other items, 3,667 79 

Balance June 30, 1899 159,623 58 



ClL 

$174,798 86 

47,239 60 

42,412 42 

386 97 

3,065 54 

398 12 



$268,291 51 $268,291 51 



NBWBURYPORT GAS AND ELBCTRIC COMPANY. 

ASSBTS. 

Real estate (gas), . . . ' $1,132 43 

Machinery and manufacturing appliances (gas), 75,000 00 

Street mains (gas), 824 00 

Meters (gas), 683 42 

Due for gas, 2,820 69 

Gas coal on hand, 470 25 

Coke on band, 48 00 

Tar on hand, 451 80 

Enrichers on hand, 16 00 

Purifying materials on hand, . • 70 00 

Other gas materials on hand 231 90 

Stores on hand, 146 72 

Gas fixtures on hand, 35 00 

Real estate (electric), 12,000 00 

Steam plant (electric), 13,000 00 

Electric plant, 16,000 00 

Electric lines, 9,466 68 

Meters (electric), 157 21 

Arc lamps, 10,608 96 

Due for electric light and power 1,955 79 

Fuel on hand (electric), . . ' 164 30 

Carbons on hand, 104 00 

Oil and waste on hand, 17 50 

Globes on hand 83 40 

Other electric materials on hand, 179 94 

Sundry accounts due the company, 674 04 

Cash on hand, 10,259 61 

Total assets, as per books of the company, $156,601 64 

Liabilities. 

Capital stock, $140,000 00 

Unpaid dividends, 210 00 

Total liabilities, as per books of the company, .... $140,21000 

Profit and loss balance, , , . 16,391 64 

$166,601 64 
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Makuvaotubino Aooovnt. 

Dk. Cs. 

Operating expenses (gas) : 

At works, 17,890 74 

For distribation, 966 33 

management, 1,8B3 94 

taxes and incidentals, . . . 1,601 64 

112,312 65 

Operating expenses (electric) : 

At station $6,034 96 

For distribution, 2,041 46 

management, 1,381 75 

taxes and incidentals, . • . 1,931 68 

11,389 84 

Income from sale of gas, $18,807 31 

residuals, 2,112 89 

sale of electric light and power, . 15,848 92 

Balance to profit and loss : 

Gas, 8,607 65 

Electric, 4,459 08 



136,769 12 $36,769 12 

Profit and Loss Account. 

Dr. Ck. 

Balance Jnne 30, 1898 $11,598 22 

Balance of gas mannfactnring acconnt, .... 8,607 65 

Balance of electric mannfactnring acconnt, . . . 4,459 08 

Other items of income, 126 69 

Dividends declared, $8,400 00 

Balance -Jane 30, 1899 16,391 64 



$24,791 64 $24,791 64 



NEWTON AND WATERTOWN GAS LIGHT COMPANY. 
Assets. 

Beal estate (gas), $50,604 73 

Machinery and manufacturing appliances (gas), 91,568 18 

Street mains (gas), 136,998 84 

Meters (gas), 10,603 40 

Due for gas, 82,666 72 

Gas coal on hand, 2,170 08 

Tar on hand, 1,600 00 

Enricfaers on hand, 240 41 

Purifying materials on hand 60 00 

Other gas materials on hand 407 45 

Stoves on hand 890 41 

Real estate (electric), 18,000 00 

Steam plant (electric), 43,000 00 

Electric plant, 20,000 00 

Electric Unes, 65,473 13 

TransfbrmerSf 6,019 60 
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Meters (electric) $5,196 55 

Arc lamps, 4,000 00 

Dae for electric light and power, 9,996 99 

Fael on hand (electric), 320 00 

Carbons on hand, 900 00 

Oil and waste on hand, 64 55 

Incandescent lamps on hand, 902 53 

Globes on hand, 16 00 

Other electric materials on hand; 2,136 13 

Horses, wagons, etc., 1,487 10 

Snndry accounts doe the company, 3,971 13 

Cash on hand, 8,162 82 

Notes receiyable, 290 50 

Inyestments, 15,182 77 

Total assets, as per books of the companj, $532,068 92 

LlABILITIBB. 

Capital stock $250,000 00 

Bonds issued, 90,000 OO 

Notes payable, 44,000 OO 

Unpaid bills, 13,406 97 

Deposits, 902 OO 

Unpaid dividends, 2,296 00 

Interest due but not paid 1,800 OO 

Premium account, 726 12 

Total liabilities, as per books of the company, .... $403,13109 

Profit and loss baUnce, 128,937 83 



Manupaotvrino Account. 

Dr. 
Operating expenses (gas) : 

At works $60,079 81 

For distribution 30,344 31 

management, 7,665 71 

taxes and incidentals, . . . 6,751 83 

$104,831 66 

Operating expenses (electric) : 

At station, $28,188 05 

For distribution, 26,467 54 

management, 8,060 23 

taxes and incidentals, . . . 4,885 22 

62,601 04 

Income from sale of gas, 

residuals, 

other sources (gas), 

sale of electric light and power, . 
other sources (electric), .... 
Balance to profit and loss : 

Gas, 48,538 70 

Electric, 4,764 28 



$532,068 92 
Cs. 



$132,816 71 

20,551 90 

1 75 

65,745 11 

1,620 21 



$220,735 68 $220,786 68 
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Pbofit and Loss Account. 

Dr. Cb. 

Balance June 30, 1898, (124,547 90 

Balance of gas manafi&ctaring account, .... 48,538 70 

Balance of electric mannfactnring account, . . . 4,764 28 

Rents, 2,053 00 

Interest paid, |6,600 28 

Diyidends declared, 20,000 00 

Depreciation, 25,000 00 

Other items, 365 77 

Balance June 30, 1899 128,937 83 



1179,903 88 1179,903 88 



NORTH ADAMS GAS LIGHT COMPANY. 

A88BT8. 

Real estate (gas) |20,000 00 

Machinery and manufacturing appliances (gas), 32,000 00 

Street mains (gas) 22,500 00 

Meters (gas), 7,300 00 

Due for gas, 3,702 04 

Gas coal on hand, 2,916 48 

Tar on hand, 1,607 50 

Enrichers on hand, 165 00 

Other gas materials on hand, 3,200 00 

Stores and gas fixtures on hand 1,407 50 

Real estate (electric), 8,000 00 

Steam plant (dectric), 25,500 00 

Electric plant, 22,000 00 

Electric lines, 20,000 00 

Transf6rmers, 9,706 00 

Meters (electric), 8,315 00 

Arc lamps, 5,894 00 

Due for electric light and power, 2,576 69 

Carbons on hand, 105 00 

Incandescent lamps on hand, 3,500 00 

Globes on hand, 250 00 

Horses, wagons, etc., 1,001 00 

Sundry accounts due the company, 1,887 80 

Office furniture, 705 00 

Cash on hand, 2,218 99 

Inyestments, 4,000 00 

Total assets, as per books of the company, f 210,460 00 



Liabilities. 

Capital stock |50,000 00 

Notes payable, 48,000 00 

Deposits, 431 50 

Total liabilities, as per books of the company, .... $98,431 50 

Profit and loss balance, 112,028 50 



$210,460 00 
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MANUPAonraiNO Aooouiit. 

Dt. Ci. 

Operftting expenses (gM) : 

At works, (24,836 27 

For distribntioo, 6,436 27 

management, 8,861 71 

taxes and incidentals, . . . 1,186 11 

(40,268 36 

Operating expenses (electric) : 

At station, $16,187 48 

For distribntlon, 9,2S)ff 44 

management, 4,302 21 

taxes and incidentals, . . 1,014 28 

29,799 36 

Income from sale of gas, (43,394 60 

residnals, 8,796 14 

sale of electric light and power, . 43,292 62 

Balance to profit and loss : 

Oas, 11,92138 

Electric, 13,493 16 

(96,482 26 (96,482 26 

PROPIT AND Loss AOCOUNT. 

DS. Ck. 

Balance Jane 30, 1898 (93,386 02 

Balance of gas mannfactnring account, .... 11,92138 

Balance of electric mannfactnring account, . . . 13,493 16 

Interest received, 8 09 

Other items of income, 6 43 

Interest paid, (2,727 64 

DiYidends declared, 4,000 00 

Other items 68 04 

Balance June 30, 18^, 112,028 60 

(118,814 06 (118,814 08 



NORTHAMPTON ELECTRIC LIGHTING COMPANY. 
Absbts. 

Real estate (41,186 91 

Steam plant, 27,069 28 

Electric plant, 36,666 41 

Electric lines 28,767 11 

Transformers 3,913 49 

Meters, 3,992 90 

Arc lamps, 8,377 21 

Due for light and power, 3,476 27 

Fnel on hand, 118 06 

Carbons on hand, 8 00 

Oil and waste on hand, 10 00 

Incandescent lamps on hand, 10 00 

Globes on hand, 6 00 

Other materials on hand, 86 00 

Horses, wagons, etc., 407 90 

Sundry accounts due the company, 828 53 

Office fhmitnre, 87 40 

Cash on hand, 2,091 33 

Insurance unexpired, 250 00 

Total assets, as per books of the company, (166,323 79 

Digitized by LjOOQ IC 
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LlABILITIBS. 

Capital stock, $6S,700 00 

Bonds issued, 68,500 00 

Notes payable, . 5,700 00 

Unpaid bills, 698 70 

Depreciation fund, 7,000 00 

Total liabilities, as per books of the company, .... |130,598 70 
Profit and loss balance, 25,725 09 

1156,328 79 

Manufacturino Aoooumt. 
^ . Dr. Ce. 

Operating expenses : 

At station, $10,019 57 

For distribation 4,094 92 

management, 2,143 03 

taxes and incidentals, . . . 1,812 65 

$18,070 17 

Income from sale of light and power, .... $31,160 98 

Balance to profit and loss, 13,090 81 

$31,160 98 $31,160 98 

Profit akd Loss Account. 

Db. Cr. 

Balance June 30, 1898 $19,464 46 

Balance of mannfactoring account, .... 13,090 81 

Rents, 661 46 

Interest paid, $4,143 64 

Dividends declared, 2,348 00 

Depreciation fund, 1,000 00 

Balance June 30, 1899, 25,725 09 

$33,216 73 $33,216 73 



NORTHAMPTON GAS LIGHT COMPANY. 

ASSBTS. 

Real estate, $43,118 54 

Machinery and manufacturing appliances, 6,000 00 

Street mains, 20,000 00 

Due for gas, 2,578 90 

Gas coal on hand, 761 90 

Coke on hand, 210 00 

Tar on hand, 438 75 

Enrichers on hand, 166 40 

Purifying materials on hand, 139 20 

Other materials on hand, 1,610 35 

Stoves on hand, 220 60 

Sundry accounts due the company, 4,395 55 

Cash on hand, 3,043 92 

Inyestments, 17,500 00 

Total assets, as per books of the company, $100,184 11 

Digitized by LjOOQ IC 
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LlABILITIBfl. 

Capital stock, $50,000 00 

Notes payable, 10,500 00 

BeserTe fand, 16,600 00 

DepreciatioQ fand, 1,000 00 

Total liabilities, as per books of the company, .... $78,00000 
Profit and loss balance 22,184 11 

$100,184 11 

MAMUrAOTUBINO AOOOVMT. 

Dr. Cb. 

Operating expenses : 

At works, $15,518 84 

For distribntion, 2«008 45 

management, 3,684 41 

taxes and incidentals, . . . 1,274 17 

$22,385 87 

Income from sale of gas, $31,325 74 

residuals, 3,662 60 

other sonrces, • 15 00 

Balance to profit and loss, 12,617 87 

$35,00314 $35,00314 
Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $38,502 29 

Balance of manufacturing account, 12,617 37 

Interest received, 143 47 

Rents, 258 00 

Interest paid, $171 84 

Diyidends declared, 6,000 00 

Construction charged off, 6,618 24 

Reserve fbnd, 16,600 00 

Other items, 46 94 

Balance June 30, 1899 22,184 11 

$51,621 13 $51,521 13 



NORTH ATTLEBOROUGH GAS LIGHT COMPANY. 

Assets. 

Real estate, $27,600 00 

Machinery and manufacturing appliances, 2,260 27 

Street mains, 13,408 39 

Meters 1,425 99 

Due for gas, 1,720 04 

Gas coal on hand, 447 67 

Coke on hand, 6 86 

Tar on hand, 167 00 

Purifying materials on hand, 166 43 

Other materials on hand, 248 63 

Stoves on hand, 370 OO 

Fixtures on hand, 172 28 

Sundry accounts due the company, 470 86 

Office furniture, 233 16 

Cash on hand, 4,088 30 

Total assets, as per books of the company, $52,664 77 

Profit and loss balance, 17,478 23 

$70,143 00 
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LlABILITIBS. 

Capital stock, (68,100 00 

UDpaid diYldends 2,043 00 

Total liabilities, as per books of the company, f 70,143 00 



Manvfaoturino Accoumt. 

Operating expenses : 

At works, |9,788 54 

For distribution, 273 64 

management, 2,874 00 

taxes and incidentals, . . . 1,792 72 



Cb. 



(14,728 90 



Income from sale of gas, f 25,873 71 

residuals, 2,765 01 

other sources, 126 00 

Balance to profit and loss, 14,035 82 

128,764 72 (28,764 72 

Pjelofit and Loss Account. 

Dr. Cs. 

Balance June 30, 1898 |25,310 77 

Balance of manufacturing account, f 14,035 82 

Rents, 202 40 

Jobbing account, 207 37 

Interest paid, 537 58 

Diyidends declared, 4,086 00 

Construction charged off, 275 97 

Depreciation, 1,713 50 

Balance June 30, 1899, 17,478 23 

931,923 82 $31,923 82 



NORWOOD GAS LIGHT COMPANY. 

ASSBTS. 

Real estate, $3,000 00 

Machinery and manufacturing appliances and street mains, . . . 29,009 97 

Meters, 1,522 08 

Due for gas, 2,115 77 

Coal on hand, 576 00 

Purifying materials on hand 40 00 

Stores on hand, 45 40 

Cash on hand, 64 64 

Street lighting plant, 2,330 69 

Total assets, as per books of the company, $38,704 55 



LlABILITIBS. 

Capital stock, $12,000 00 

Notes payable, 17,400 00 

Total liabilities, as per books of the company, $29,400 00 

Profit and loss balance, 9,304 55 



$38,704 55 
Digitized by VjOOQ IC 
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MANTTFAOTinUKO AOOOUNT. 

DB. 

Operatliig expenses : 

At works f8,760 18 

For distribatioD, 2,412 95 

management, 88 62 

taxes and incidentals, ... 876 26 

$11,631 96 

Income from sale of gas, 

other sources, 

Balance to profit and loss, 1,875 66 

Pbopit and Loas Aoooukt. 

Balance Jone 30, 1898, 

Balance of mannfactnring account, 

Interest paid, 

Balance June 30, 1899, 



$12,663 45 
944 07 



$13,607 52 


$13,607 52 


DB. 

$966 67 
9,304 65 


Cs. 
$8,395 66 
1,875 66 



$10,271 22 $10,271 22 



OEANGB BLBCTRIC LIGHT COMPANY. 

ASSBTS. 

Real estate, $64,770 66 

Steam plant, 5,677 22 

Electric plant, 5,068 67 

Electric lines, 20,561 69 

Transformers, 6,397 16 

Meters, 697 31 

Arc lamps, 2,466 18 

Due for light and power, 937 95 

Fuel on hand, 4 20 

Carbons on hand, 26 80 

Oil and waste on hand, 37 66 

Incandescent lamps on hand, 106 69 

Globes on hand, 2 38 

Other materials op hand, 691 31 

Tools, 161 41 

Horses, wagons, etc., 84 00 

Sundry acconots due the company, 72 77 

Office fnmitnre, 163 92 

Cash on hand, 1,634 46 

Total assets, as per books of the company, $99,561 37 

Liabilities. 

Capital stock, $46,000 00 

Bonds issued, 44,000 00 

Unpaid bills, 38 48 

Interest accnied bot not dne 916 67 

Total liabilities, as per books of the company, .... $89,965 jl6 

Profit and loss balance, 9,596 22 

$99,551 37 
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Manvfaotubixo Aooovnt. 

OperatiDg expenses : 

At station, |2,089 19 

For distribution, 1,808 24 

management, 1,689 84 

taxes and incidentals, ... 929 40 



Cb. 



(6,516 67 



Income from sale of light and power, .... |11,501 14 

other sources, 52 25 

Balance to profit and loss, ...... 5,036 72 



111,553 39 111,553 39 

Profit and Loss Account. 

Db. Cs. 

Balance June 30, 1898, |4,040 79 

Balance of manufacturing account, .... f 5,036 72 

Rents 54 00 

Notes payable, cancelled, 23,043 61 

Other items of income, 76 23 

Interest paid, 3,546 76 

Depreciation, 9,478 62 

Jobbing and wiring accounts, 661 70 

Other items, 886 47 

Balance June 30, 1899, 9,596 22 

(28,210 56 $28,210 56 



GAS WORKS OF THE OTIS COMPANY. 

(Ware.) 

Manttpaoturing Aoooxjnt. 



Operating expenses : 

At works, 16,330 90 

For management, 520 00 

taxes and incidentals, ... 394 24 



Dr. Cb. 



17,245 14 



Income from sale of gas, $6,609 22 

residuals 891 60 

Balance to profit and loss, 255 68 

$7,500 82 $7,500 82 



PEOPLE'S GAS AND ELECTRIC COMPANY OF STONEHAM 

Assets. 

Real estate, 

Machinery and manufacturing appliances, 

Street mains, 

Meters, 

Due for gas, 

Enrichers on hand, 

Stoves on hand, 

Fixtures on hand, 

Horses, wagons, etc., 

Ofllce furniture, 

Cash on hand, 

Total assets, as per books of the company, $78,320 68 

Digitized by LjOOQ IC 
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21,000 00 


41,683 73 


2,375 45 


925 95 


35 20 


212 56 


182 40 


246 00 


250 00 


409 39 
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LlABILITIBS. 

Capital Stock, |10,000 00 

Bonds Issued, 46,000 00 

Notes payable, 6,600 00 

Unpaid bills, 271 68 

Depreciation fUnd, 300 00 

Total liabilities, as per books of the oompanj, $61,071 68 

Profit and loss balance 17,249 10 

$78,320 68 
Manufacturiho Aooovnt. 

Db. Ck. 

Operating expenses : 

At work $1,64162 

For distribation, 284 91 

management, 968 11 

taxes and incidentals, ... 912 70 

gas bought, 1,816 01 

$6,622 36 

Income from sale of gas, $8,192 42 

Balance to profit and loss, 2,670 07 

~$8il92 42 "$8,192 42 
Pbofit and Lobs Account. 

Ds. Cr. 

Balance June 80, 1898, $16,699 82 

Balance of manufactaring accoant, 2,670 07 

Interest receiyed, . 190 00 

Jobbing account, 104 21 

Interest paid, $2,316 00 

Balance Jnne 30, 1899 17,249 10 

$19,664 10 $19,664 10 



PITTSFIBLD COAL GAS COMPANY. 
Assets. 



Real estate, 

Machinery and manafactaring appliances. 

Street mains, 

Meters, 

Dae for gas, 

Gas coal on hand, 

Enrichers on hand, 

Other materials on hand, .... 

Stoves on hand, 

Cash on hand, 

Notes receivable, 

Investments, 



$29,808 64 


43,391 36 


19,110 00 


6,640 00 


4,207 31 


867 29 


700 00 


632 71 


682 93 


2,677 67 


16,066 80 


2,460 00 



Total assets, as per books of the company, $126,424 61 

Liabilities. 

Capital stock, $62,600 00 

Unpaid bills, 300 00 

Reserved f and, 40,000 00 



Total liabilities, as per books of the company, .... $102,800 00 
Profit and loss balance, 22,624 61 



$126,424 61 
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Manvfaotusino Account. 

Dr. 
Operating expenses : 

At works, $11,662 93 

For distribution, . . . . . 3,999 10 

management, 4,928 41 

taxes and incidentals, . . • 2,172 60 

$22,762 94 

Income from sale of gas, . . . . . 

other soaroes, 

Balance to profit and loss, 



Cr. 



Profit and Lobs Account. 

Balance June 30, 1898, 

Balance of manufacturing account, 

Interest receiyed, 

Rents, . 

Dividends declared, $7,600 00 

Jobbing account, 35 14 

Other items, 136 20 

Balance June 30, 1899, 22,624 61 



7,432 34 


$30,136 28 
69 00 


$30,195 28 


$30,196 28 


Dr. 


Cb. 

$22,083 36 

7,432 34 

648 51 

130 76 



$80,294 96 $30,294 96 



PITTSFIELD ELECTRIC COMPANY. 

A88BT8. 

Real estate, $44,716 27 

Steam plant, 38,846 23 

Electric plant, 37,427 66 

Electric lines, 38,990 37 

Transformers 19,704 64 

Meters, 11,470 37 

Arc lamps, 7,636 32 

Steam heating plant, 6,366 86 

Due for light and power, 10,634 78 

Fuel on hand, 1,524 96 

Carbons on hand, 178 78 

Oil and waste on hand, 61 44 

Incandescent lamps on hand, 238 00 

Globes on hand, 29 06 

Other materials on hand, 100 00 

Motors on hand, 6,664 86 

Fixtures on hand, 736 81 

Sundry accounts due the company, 4,424 94 

Office furniture, ' . 690 31 

Cash on hand, 3,571 39 

Investments, 4,175 27 

Total assets, as per books of the company, $285,867 22 
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LlABILXTIM. 

Capital Stock, (100,000 00 

Bonds issned, 100,000 00 

Notes payable, 9,600 00 

Unpaid bills, 4,311 76 

Reserred fnnd, 7,000 00 

Total liabilities, as per books of the company, .... |220,811 76 
Profit and loss balance, 15,055 46 

1235,867 22 
Mamufaoturimo Aocovmt. 

Db. Cb. 

Operating expenses : 

At station, $36,889 04 

For distribution, 6,133 43 

management, 6,657 91 

taxes and incidentals, . . . 5,018 09 

$53,648 47 

Income from sale of light and power, .... $71,692 60 

other sources, 2,973 45 

Balance to profit and loss, 21,017 68 

$74,666 06 $74,666 05 
Profit and Loss Account. 

Ds. Cx. 

Balance June 30, 1898, $21,287 49 

Balance of mannfactoring account, .... 21,017 68 

Interest paid, $5,694 49 

DiYidends declared, 7,000 00 

Depreciation, . 7,287 49 

Reserved ftind, . . ' 7,000 00 

Other items, 267 63 

Balance June 30, 1899, 15,056 46 

$42,305 07 $42,305 07 



PLYMOUTH ELECTRIC LIGHT COMPANY. 

Assets. 

Real estate, $15,716 78 

Steam plant, 44,694 14 

Electric plant, 47,647 10 

Electric Unes, 31,044 21 

Transformers 1,801 41 

Meters, 2,086 75 

Arc lamps, 1,268 19 

Patent rights, 8,000 00 

Due for light and power, 3,410 11 

Fuel on hand, 283 62 

Carbons on hand, 7 50 

Oil and waste on hand, 36 25 

Incandescent lamps on hand, 136 38 

Globes on hand, 13 20 

Other materials on hand, 742 03 

Sundry accounts due the company, 476 14 

Cash on hand, 447 04 

Total assets, as per books of the company, $157,710 85 

Profit and loss balance, 1,570 29 

$169,281 14 
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LlABILITIBfl. 

Capital stock, $90,000 00 

Bonds Issaed, 60,000 00 

Notes payable, 7,602 46 

Unpaid bills, 1,689 68 

Total liabilities, as per books of the company, .... |1&9,281 14 

Manxjpacturino Aooount. 

Db. Cb. 

Operating expenses : 

At station, $14,481 30 

For distribution, 3,462 94 

management, 3,162 94 

taxes and incidentals, . . . 1,724 34 

$22,821 52 

Income from sale of light and power, .... $24,764 74 

Balance to profit and loss, 1,943 22 

$24,764 74 $24,764 74 
Profit and Loss Aooount. 

Db. Cb. 

Balance June 30, 1898, $2,686 63 

Balance of mannfkctnring account, 1,943 22 

Whring account, * . 476 65 

Interest paid, $6,675 59 

Balance June 30, 1899, 1,670 29 

■ "$6,576 69 $6,675 59 



PLYMOUTH GAS LIGHT COMPANY. 

Assets. 

Real estate, $8,360 00 

Machinery and manufacturing appliances, 16,000 00 

Street mains, 14,650 00 

Meters, 2,000 00 

Due for gas, 2,026 42 

Gas coal on hand, 506 69 

Coke on hand, 90 00 

Tar on hand, 160 00 

Enrichers on hand, 63 73 

Purifying materials on hand, 48 00 

Other materials on hand, 373 48 

Stoves on hand, 16 66 

Fixtures on hand, 144 19 

Sundry accounts due the company, 470 77 

Cash on hand, 2,440 62 

Total assets, as per books of the company, $46,329 46 

Liabilitibs. 

Capital stock, $40,000 00 

Unpaid biUs, 132 74 

Unpaid dividends, 100 00 

Bepredation ftmd, 3,000 00 

Total liabilities, as per books of the company, $43,232 74 

Profit and loss balance, 3,096 72 

$46,829 46 
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Manupaoturimo Aooovnt. 

^ . D«. Cb. 

Operating expenses : 

At works, $3,004 04 

For distribution, 1,629 12 

management, 1,873 09 

taxes and incidentals, ... 638 07 

$7,044 32 

Income from sale of gas, 

residuals, 

Balance to profit and loss, 3,084 86 

$10,129~18 
Pbofit and Loss Account. 

Dr. 

Balance Jane 30, 1898, 

Balance of manufactaring account, 

Interest receiyed, 

Other items of income, 

Dividends declared, $1,600 00 

Construction charged off, 682 22 

Depreciation fund, 3,000 00 

Balance June 30, 1899, 3,096 72 



$9,293 36 
836 82 


$10,129 18 

Cb. 

$6,106 02 

3,084 86 

9 81 

79 26 



$8,278 94 $8,278 94 



QUINCY ELECTRIC LIGHT AND POWER COMPANY. 

ASSBTB. 

Real estate, $12,490 46 

Steam plant, 26,712 79 

Electric plant, 26,866 38 

Electric lines, 64,076 33 

Transformers, 10,190 44 

Meters 6,616 66 

Arc lamps, ' 6,686 96 

Due for light and power, 3,707 68 

Fuel on hand, 30 00 

Carbons on hand 87 60 

Oil and waste on hand, 29 23 

Incandescent lamps on hand, 320 93 

Globes on hand, 6 00 

Other materials on hand, 206 86 

Fixtures on hand, 1,139 48 

Horses, wagons, etc 1,397 63 

Office furniture, 78 76 

Cash on hand, 9 49 

Total assets, as per books of the company, $168,646 64 

Liabilities. 

Capital stock, $89,700 00 

Notes payable 61,000 00 

Unpaid bills, 6,167 18 

Total liabilities, as per books of the company, .... $146,867 18 

Profit and loss balance, 11,678 46 



$168,646 64 

Digitized by V^j v^' v/ v iC 



1900.] PUBLIC DOCUMENT — No. 35. cvu 



Manvpaoturino Account. 

Db. Cs. 

Operating expenses : 

At station $14,174 19 

For distribution, 4,767 06 

management, 4,046 85 

taxes and incidentals, . . . 4,299 68 

$27,277 78 

Income from sale of light and power, .... $36,03826 

Balance to profit and loss, 8,760 48 

$36,038 26 $36,038 26 
Profit and Loss Account. 

Db. Cb. 

Balance Jnne 30, 1898, $11,906 80 

Balance of manufacturing account, 8,760 48 

Rents, 229 37 

Jobbing account, 363 86 

Interest paid, $3,124 00 

Dividends declared, 4,485 00 

Depreciation, 1,962 06 

BaUnce June 30, 1899, . . . ' . . . 11,678 46 



$21,249 61 $21,249 61 



RANDOLPH ELECTRIC LIGHT COMPANY. 

(Charles Doughty, Proprietor.) 

Manufacturing Account. 

Dr. Cr. 

Operating expenses : 

At station $4,606 60 

For distribution, 567 00 

taxes and incidentals, ... 667 74 

$6,840 34 

Income from sale of light and power, .... $7,441 96 

other sources, 86 00 

Balance to profit and loss, 1,687 62 



$7,627 96 $7,627 96 



RAWSON LIGHT AND POWER COMPANY. 

« Assets. 

Real estate, $6,000 00 

Steam plant, • . . 4,600 00 

Electric plant, 2,500 00 

Electric lines, 8,006 65 

Transformers, 2,181 93 

Meters, 1,212 72 

Water power, 1,200 00 

Water wheels, 1,200 00 

Due for light and power, 794 26 

Incandescent lamps on hand, 344 78 

Tools on hand, 85 92 

Other materials on hand, 892 27 

Sundry accounts due the company, 204 63 

Cash on hand 1,186 02 

Insurance, 188 90 

Total assets, as per books of the company, $29,497 98 
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LliJIILXTIBfl. 

Capital Stock, 925,000 00 

Unpaid Mill, 99 45 

Depredation fand 3,000 00 



Total lUbUities, as per books of the company, .... $28,009 i5 
Profit and loss balance, 1,398 53 



129,497 98 
Db. Cb. 

$7,020 78 

Income from sale of light and power $7,489 61 

other sources, 311 84 

Balance to profit and loss, 780 67 



Manufaotubiiio Account. 

Operating expenses : 

At station, $2,131 41 

For distribution, 2,782 68 

management 1,548 83 

taxes and incidentals, ... 557 91 



$7,801 45 $7,801 45 

Profit and Loss Account. 

Db. Gb. 

Balance June 30, 1898, $1,302 52 

Balance of manufacturing account 780 67 

Interest received, 18 18 

Wiring account, 355 31 

Depreciation fund, $1,000 00 

Other items, 68 16 

Balance June 30, 1899, 1,398 53 



$2,456 68 $2,466 68 



ROXBUBT GAS UOHT COMPANY. 

A88BT8. 

Real estate, $116,365 91 

Machinery and manufacturing appliances 831,636 64 

Street mains, . .* 458,229 81 

Meters, 98,067 70 

Due for gas, 48,036 39 

Oas on hand, 255 98 

Purifying materials on hand, 147 00 

Other materials on hand, 4,664 06 

Stores on hand, 89,533 70 

Patent rights, 60,000 00 

Horses, wagons, etc 388 25 

Sundry accounts due the company, . ~- 3,055 76 

OfQoe furniture 155 08 

Cash on hand, 2,275 62 

Works in process, 7,943 99 

Total assets, as per books of the company, $1,210,675 68 
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Liabilities. 

Capital stock, f600,000 00 

Notes payable, 1,600 00 

Unpaid bills, 169,783 83 

Deposits, 7,686 70 

Amoants due from the company, not incladed above, .... 96 74 

Total liabilities, as per books of the company, .... $779,16927 
Profit and loss balance, 431,606 36 

$1,210,675 68 
Makvfaotvbino Aooovnt. 

Db. Cb. 

Operating expenses : 

At works, $2,108 94 

For distribution, 26,010 35 

management, 7,608 49 

taxes and incidentals, . . • 14,380 65 

gas booght 131,236 15 

$181,344 68 

Income from sale of gas $225,040 69 

Balance to profit and loss, 43,696 01 

$225,040 59 $225,040 69 
Phofit and Loss Aooovnt. 

Db. Cb. 

Balance June 30, 1898, $422,276 05 

Balance of mannfactaring account, 43,696 01 

Interest receiyed, 89 22 

Rents 1,509 08 

Interest paid, $64 00 

Dividends declared, 36,000 00 

Balance Jnne 30, 1899, 431,506 36 

$467,570 36 $467,570 36 



SALEM ELECTRIC LIGHTING COMPANY. 

Assbts. 

Real estate, $45,000 00 

Steam plant, 70,000 00 

Electric plant, 30,000 00 

ElectricUnes, ' . . 81,000 00 

Transformers, 12,000 00 

Meters 16,000 00 

Arc lamps, 4,600 00 

Due for light and power, 7,962 50 

Fuel on hand 1,125 64 

Carbons on hand, 161 86 

Incandescent lamps on hand, 1,314 83 

Globes on hand 31 20 

Other materials on hand 2,670 13 

Machinery on hand, 500 00 

Horses, wagons, etc., 500 00 

Sundry accounts due the company, 886 56 

Cash on hand, 1,832 06 

Notes receivable, 183 60 

Sinking flmd, 12,249 68 

Total assets, as per books of the company, $286,918 15 
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LiABiLinn. 

Capital stoek, |17S,000 00 

Bonds issned, 60,000 00 

Notes iMijable, 19,000 00 

Unpaid bills, 2,307 77 

Deposits, 267 84 

Reserved fund, 12,100 00 

Amoonts dae from the companj, not incladed above, .... 1,249 68 

Total liabilities, as per books of the company, .... |260,486 29 
Profit and loss baUnce, 26,432 86 

1286,918 15 

Mawwaotuhino Account. 

Dr. Cs. 

Operating expenses : 

At station |29,381 68 

For distribution 20,442 84 

management 8,449 69 

taxes and incidentals, . . 6,097 59 

f64,371 70 

Income from sale of light and power, .... $92,262 85 

other sources, 264 91 

Balance to profit and loss 28,146 06 

992,517 76 992,517 76 

Profit and Loss Account. 

Dr. Cr. 

Balance Jane 30, 1898 $24,000 11 

Balance of mannfticturing account, 28,146 06 

Jobbing account, 1,321 98 

Other items of income, 865 04 

Interest paid, 93,326 98 

DiTidends declared, 14,000 00 

Depreciation, 9,363 85 

Reseryed fund, 1,200 00 

Balance June 30, 1899, 26,432 86 

964,328 19 964,328 19 



SALEM OAS LIGHT COMPANY. 
Assets. 

Real estate, 9135,041 42 

Machinery and manufacturing appliances, 56,600 00 

Street mains, 129,161 21 

Meters, 15,465 15 

Due for gas, 11,573 30 

Gas coal on hand, 1,120 79 

Coke on hand, 2,240 00 

Tar on hand, 2,600 00 

Enrichers on hand, 118 93 

Purifying materials on hand, 110 00 

Other materials on hand, 2,382 21 

StOYes on hand, 700 00 

Horses, wagons, etc., 500 00 
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Sundry acoonnts dae the company, $1,952 95 

Office fnrnitare, 200 00 

Gash on hand 20,622 10 

Inyestments 3,463 00 



Total assets, as per books of the company, $883,541 06 



Liabilities. 

Capital stock, $300,000 00 

Deposits, 437 00 

Amounts dne from the company, not indnded above, .... 2,500 00 



Total liabilities, as per books of the company $302,937 00 

Profit and loss balance 80,604 06 



Makufactubino Account. 

Operating expenses : 

At works, $28,880 45 

For distribation 6,494 29 

management, 6,989 18 

taxes and incidentals, . . . 8,203 11 



$383,541 06 
Dr. Cb. 



Income from sale of gas, . 

residuals, • 

Balance to profit and loss. 



Profit and Loss Account. 

Balance Jane 30, 1898 

Balance of manufacturing account, 

Jobbing account, 

Other items of income, 

DiTidends declared, $18,000 00 

Other items, 289 60 

Balance June 30, 1899 80,604 06 



$49,517 03 
26,423 50 


$65,568 31 
9,872 22 


$74,940 53 
Dr. 


$74,940 53 

Cr. 

$73,300 11 

25,423 50 

116 55 

54 50 



$98,893 66 $98,893 66 



WILLIAM M. SARGENT. 

(Ayer.) 

Manufactubing Account. 

Dr. Cr. 

Operating expenses : 

At station $1,267 00 

For distribution, 10 00 

taxes and incidentals, ... 16 00 

$1,293 00 

Income from sale of light and power, .... $1,26800 

Balance to profit and loss, 25 00 



$1,298 00 $1,293 00 
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SHBLBURNB FALLS BLBCTRIC LIGHT AND POWBB COMPANY. 

(C. H. WUcox and E. J. HalUgin, Ownen.) 

Mahufaotu&ino Aoooumt. 

Ds. Cb. 

Operating expeniei : 

At station, |877 66 

Fordistribation 766 86 

management, 28 60 

Uxes and incidentals, ... 97 87 

11,770 48 

Income from sale of light and power, .... $3,668 20 

other sources, 9 75 

Balance to profit and loss, 1,807 47 

$3,677 96 $3,677 96 



SOMBRVILLE ELBCTBIC LIGHT COMPANY. 
AasBTS. 

Real esute, $30,910 97 

Steam plant, 62,262 84 

Electric pUnt, 60,926 78 

Electric Unes, 141,182 68 

Transformers, 9,062 73 

Meters 9AW7 41 

Arc lamps, 11,686 46 

Dae for light and power, 7>802 36 

Fnel on hand 791 40 

Carbons on hand 1,612 48 

Oil and waste on hand, 154 61 

Incandescent lamps on hand, 784 78 

Globes on hand, 184 84 

Other materials on hand, 4,084 02 

Tools on hand, 800 00 

Horses, wagons, etc., 783 25 

Sundry accounts due the companj, 3,148 02 

Office fumitnre, 600 00 

Cash on hand, 3,031 80 

Notes receiyable, 274 72 

Interest and insurance prepaid 731 33 

Totalassets, as per books of the company, $380,678 48 

LlABILITIBS. 

Capital stock, $200,000 00 

Bonds issued, 60,000 00 

Notes payable, 69,000 00 

Unpaid bills 6,000 02 

Deposits 210 00 

Interest accrued but not due, 416 67 

Amounts due firom the company, not included aboye, .... 1,379 72 

Total liabilities, as per books of the company, .... $317,006 41 

Profit audioes balance, 13,672 07 



$880,678 48 
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Manufacturing Account. 

db. Cr. 

Operating expenses : 

At station $29,868 52 

For distribation, 15,689 62 

management, 6,044 97 

taxes and incidentals, . . . 6,664 45 

$57,117 56 

Income from sale of light and power, .... $92,841 67 

other sonrces, 28 85 

Balance to profit and loss, 35,752 96 

192,870 52 $92,870 52 

Profit and Loss Account. 

Db. Gb. 

Balance June 30, 1898, $13,833 81 

Balance of manufacturing account, 35,752 96 

Rents, 100 00 

Other items of income, 460 39 

Interest paid, $5,183 09 

Dividends declared, 8,000 00 

Depreciation, 21,000 00 

Other items, 2,281 60 

Balance Jane 80, 1899, 13,672 07 



$50,136 66 $60,136 66 



SOUTH BOSTON GAS LIGHT COMPANY. 
Assets. 

Real estate $200,945 76 

Machinery and manufacturing appliances, and street mains, . . 314,915 89 

Meters 39,434 87 

Due for gas, 21,413 53 

Oas on hand, 156 75 

Coke on hand, 173 55 

Purifying materials on hand, 76 41 

Other materials on hand, 4,192 92 

Stoves on hand, 27,598 79 

Work in process, 9,325 74 

Patent right 25,000 00 

Sundry accounts due the company, 1,018 93 

Cash on hand, 3,538 97 

Notes receiYable» 1,373 55 

Investments, 20,000 00 

Total assets, as per books of the company, $669,165 66 

Liabilities. 

Capital stock $440,000 00 

Unpaid bills, 78,780 49 

Deposits, 2,264 20 

Total liabilities, as per books of the company, $521,044 69 

Profit and loss balance, 148,120 97 

$669,165 66 ^ 
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Manufaotubiko Aooovnt. 
Operating expenses : 

At works $57 67 

For distribatlon, 16,620 77 

management, 4,052 16 

taxes and incidentals, • . . 8,633 05 

gas bought, 65,142 45 

|94,506il0 

Income from sale of gas, $113,737 31 

Balance to profit and loss, 19,231 21 

$118,737 31 1113,737 31 

Profit and Lose Account. 

Db. Cs. 

Balance June 30, 1896, |153,731 12 

Balance of mannfactnring account, 19,231 21 

Interest receiyed, 164 64 

Bents, 1,394 00 

Dividends declared $26,400 00 

Balance Jane 30, 1899, 148,120 97 

1174,620 97 1174,520 97 



SOUTHBRIDGE GAS AND ELECTRIC COMPANY. 
Assets. 

Real estate (gas), $7,468 65 

Machinery and mannfactnring appliances (gas), 12,70199 

Street mains (gas), 6,518 22 

Meters (gas), 1,849 55 

Dae for gas, 424 72 

Gas coal on hand, 69 00 

Tar on hand, 3 75 

Enrichers on hand, 10 05 

Other gas materials on hand, 88 75 

Stoves on hand, 137 50 

Gas fixtures on hand, 129 43 

Real estate (electric), 8,670 40 

Steam plant (electric), 20,762 42 

Electric plant, 11,822 01 

Electric lines, 10,323 30 

Transformers, 1,288 76 

Meters (electric) 698 98 

Arc lamps, 4,413 77 

Due for electric light and power, 1,060 03 

Fuel on hand (electric) 385 00 

Carbons on hand 32 00 

Oil and waste on hand, 44 14 

Incandescent lamps on hand, 54 00 

Other electric materials on hand, 380 77 

Horses, wagons, etc., 229 95 

Sundry accounts due the company, 195 27 

Office furniture, 150 50 

Cash on hand, 714 45 

Total assets, as per books of the company, $90,627 36 
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Liabilities. 

Capital stock, . $50,000 00 

Notes payable, ' . 37,500 00 

Unpaid bills, 2,325 88 

Total liabilities, as per books of the company, .... $89,825 88 
Profit and loss balance, • 801 48 

$90,627 36 

Manufactubino Account. 

Db. Gb. 

Operating expenses (gas) : 

At works, $2,049 34 

For distribntion, 37 21 

management, 151 73 

taxes and incidentals, ... 674 25 

$2,912 53 

Operating expenses (electric) : 

At station, $11>147 23 

For distribution, 1,447 63 

management, 303 46 

taxes and incidentals, • . . 1,349 10 

14,247 42 

Income from sale of gas, $4,544 73 

residaals 3 35 

other sources (gas), 72 25 

sale of electric light and power, « . 18,091 02 

Balance to profit and loss : 

Gas, 1,707 80 

Electric, 3,843 60 

$22,711 35 $22,711 35 

Pbofit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, $368 40 

Balance of gas manafactnring account, .... $1,707 80 

Balance of electric manufacturing account, . . . 3,843 60 

Interest paid, 1,835 00 

Diyidends declared, 2,500 00 

Other items, 46 52 

Balance June 30, 1899, 801 48 

$5,551 40 $5,551 40 



SOUTH HADLEY FALLS ELECTRIC LIGHT COMPANY. 
^ Assbts. 

Steam plant, $1,249 71 

Electric plant, 5,089 29 

Electric lines, 2,263 00 

Transformers, 1,135 00 

Meters, 263 00 

Due for light and power, 926 29 

Incandescent lamps on hand, 23 80 

Other materials on hand, 65 00 

Cash on hand, 200 00 

Total assets, as per books of the company, . . . . . $11,215 09 
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Liabilities. 

Capital stock, $7,000 OO 

Notes payable 4,016 09 

Total liabiUties, as per books of the company, .... $11,015 09 
Profit and loss balance, 200 00 

$11,216 09 
Manufactvsino Account. 

Di. Cb. 

Operating expenses : 

At station, $3,269 96 

For distribution, 471 17 

management, 18 30 

taxes and incidentals, ... 195 66 

$3,944 98 

Income flrom sale of light and power, .... $4,227 23 

Balance to profit and loss, 282 25 

$4,227 23 $4,227 23 
Profit and Loss Account. 

Db. Cr. 

Balance Jane 30, 1898 $200 00 

Balance of mannfactnring account, 282 26 

Interest paid, $282 26 

Balance June 30, 1899, 200 00 

$482 26 $482 26 



SPENCER GAS COMPANY. 
Assets. 

Real estate (gas) $22,760 73 

Machinery and manufacturing appliances (gas) 77,259 15 

Street mains (gas), 36,216 81 

Meters (gas), 3,704 02 

Due for gas, 2,902 76 

Gas coal on hand 300 00 

Enrichers on hand, 230 00 

Purifying materials on hand, 15 11 

Other gas materials on hand 40 00 

Stoves on hand, 3,216 00 

Gas fixtures on hand 403 00 

Real estate (electric), 8,000 00 

Steam plant (electric), 2,300 00 

Electric plant, 6,500 00 

Electric lines, 5,627 17 

Arc lamps, 2,500 00 

Due for electiic light and power, 644 18 

Carbons on hand, 42 00 

Oil and waste on hand, 27 00 

Horses, wagons, etc., 464 10 

Sundry accounts due the company, 2,677 81 

Office furniture, 100 00 

Cash on hand, 1,686 54 

Total assets, as per books of the company $177,516 38 

Profit and loss balance, 13,764 46 



$191,280 84 
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LlABILITIBS. 

Capital stock ^86,000 00 

Bonds issued 86,000 00 

Unpaid bills, 2,131 06 

Iftterest due but not paid, 19,149 79 

Total UabiUties, as per books of the company |191,280 84 

Manupactubino Account. 

Db. Cb. 

Operating expenses (gas) : 

At works, ^6,269 21 

For distribution, 930 28 

management, 724 69 

taxes and incidentals, ... 842 23 

$7,266 31 

Operating expenses (electric) : 

At station, $3,222 04 

For distribution, . . . . . 1,432 12 

management 203 60 

taxes and incidentals, . . . Ill 12 

4,968 88 

Income from sale of gas, $10,36176 

other sources (gas), 60 00 

sale of electric light and power, . . 6,087 80 

Balance to profit and loss : 

Gas, 3,166 44 

Electric, . . 118 92 

116,609 66 $16,609 56 
Pbopit and Loss Account. 

Db. Cb. 

Balance June 30, 1898, $16,039 62 

Balance of gas manufacturing account $3,166 44 

Balance of electric manufacturing account, ... 11892 

Rents ' 60 00 

Jobbing account, 18 61 

Interest paid, 2,067 81 

Balance June 30, 1899 13,764 46 

- $17,107 43 $17,107 43 



SPRINGFIELD ELECTRIC. 
(See Unitbd Electbic Light Company.) 



SPRINGFIELD GAS LIGHT COMPANY. 
Assets. 

Real estate, $183,673 93 

Machinery and manufacturing appliances, 188,367 07 

Street mains, 190,969 66 

Meters, 39,948 07 

Due for gas, 18,911 47 

Gas coal on hand, 13,666 81 

Coke on hand, 1,068 49 

Tar on hand, 1,376 00 
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Enrichers on band, ' |2,029 76 

Parifjing materials on band, 367 08 

Other materials on band, 1,961 73 

Stoyes on band, 748 82 

Fixtures on hand, • 878 63 

Steam heating, 37,685 93 

Horses, wagons, etc., 1,600 00 

Sundry accounts due the companj, 5,437 64 

Office furniture 2,600 00 

Cash on hand, 34,960 48 

Notes receiyable, 23 U 

Total assets, as per books of the company, $726,073 08 

LlABILITIBS. 

Capital stock, |600,000 00 

Deposits 5,998 56 

Extension reserre, 102,958 73 

Reserred fund, 10,633 58 

Amounts due flrom the company, not included above, .... 12,531 24 

Total liabilities, as per books of the company, .... |632,122 06 

Profit and loss balance, 93,961 02 

1726,073 08 
Mantfactubimo Aooovnt. 

Dr. Cb. 
Operating expenses : 

At works, 980,853 83 

For distribution 10,509 94 

management, 16,062 12 

taxes and incidentalf , . • . 9,979 18 



Income from sale of gas, . 

residuals, . 

other sources, 
Balance to profit and loss. 



Pbofxt and Loss Acooitnt. 



Balance June 30, 1898, 

Balance of manufacturing account, . 

Interest receiyed, . . . . 

Rents, 

Interest paid, 

DiTidends declared, . . . < 
Insurance fund, . . • . 

Reseryed fund, 

Other items, 

Balance June 30, 1899, . 



1117,404 67 


1183,879 57 

16,980 46 

360 00 


83,816 46 




$201,220 03 


9201,220 03 


Ds. . 


Cr. 
978,831 92 
83,815 46 
597 68 


$277 36 

30,000 00 

10,633 53 

29,273 26 

626 23 


1,515 33 


98,96102 





9164,760 39 9164,760 39 



STOUQHTON GAS AND ELECTRIC COMPANY. 

ASSBTS. 

Real estate (gas) 95,000 00 

Machinery and manufacturing appliances (gas) , 2,563 63 

Street mains (gas) , 5,449 50 

Meters (gas), 917 93 
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Dae for gas, 

Enrichers on hand, . . . . 
Other gas materials on hand, . 
Stoyes on hand, . • . . 
Gas fixtures on hand, 
Steam plant (electric) , . . . 

Electric plant, 

Electric lines, 

Arc lamps, 

Fnel on hand (electric), . 
Carbons on hand, . . . . 
Oil and waste on hand, . 
Other electric materials on hand, . 
Sundry accounts due the company, 
Office furniture, .... 
Cash on hand, 



^448 78 


199 50 


30 52 


65 96 


40 69 


2,900 00 


1,772 75 


5,679 39 


1,676 00 


248 60 


16 50 


21 01 


9 96 


1,252 49 


50 00 


255 76 



Total assets, as per books of the company, $28,597 87 



Liabilities. 

Capital stock $24,000 00 

Unpaid bills, 622 46 

Depreciation fund 2,600 00 

Total liabilities, as per books of the company, .... $27,022 46 
Profit and loss balance, 1,575 41 

$28,697 87 

Manufacturing Account. 

Dr. Cb. 

Operating expenses (gas) : 

At works, $2,129 07 

For distribution 41 29 

management, 346 35 

taxes and incidentals, ... 264 61 



Operating expenses (electric) : 

At station, $1,620 17 

For distribution 184 80 

management, 345 36 

taxes and incidentals, ... 224 05 



$2,780 32 



2,374 37 



Income from sale of gas, $3,460 39 

sale of electric light and power, . . . 2,996 46 

Balance to profit and loss : 

Gas, . 670 07 

Electric, 621 09 



$6,445 85 $6,445 86 

Pbofit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $1,004 26 

Balance of gas manufacturing account, .... 670 07 

Balance of electric manufacturing account, ... 621 09 

Dividends declared $720 00 

Balance June 30, 1899 1,675 41 

$2,295 41 $2,295 41 
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SUBURBAN GAS AND ELECTRIC COMPANY. 

(Reyere and Winthrop.) 

Assets. 



Real estate, 

Steam plant, 

Electric plant, . 

Electric lines, . 

Transformers, ... 

Meters, .... 

Arc lamps, 

Dae for light and power, . 

Fuel on hand, . 

Carbons on hand, . 

Oil and waste on hand, . 

Incandescent lamps on hand. 

Globes on hand. 

Other materials on hand, . 

Fixtures, tools, etc., on hand, 

Horses, wagons, etc.. 

Office furniture. 

Cash on hand, . 

Insurance prepaid, . 



Total assets, as per books of the company. 



$5,404 84 


17,019 49 


13,240 94 


28,118 62 


9,171 96 


7,218 07 


5,388 37 


5,252 39 


32 60 


43 02 


46 96 


231 15 


8 25 


1,365 31 


369 07 


552 50 


267 25 


1,213 66 


850 49 


$95,794 84 



Liabilities. 

Capital stock, $60,000 00 

Notes payable, 25,000 00 

Unpaid bills, iTw 3,487 91 

Deposits, 1,809 50 

Amounts due from the company, not included above, .... 449 32 

Total liabilities, as per books of the company, .... $90,746 73 

Profit and loss balance, 5,048 11 



Manupacturino Account. 
Operating expenses : 

At station, $13,393 14 

For distribution, 8,838 24 

management 2,625 30 

taxes and incidentals, . . . 2,382 74 



$95,794 84 
Dr^ Cr. 



$27,239 42 



Income from sale of light and power * $38,686 60 

other sources, 96 66 

Balance to profit and loss, 11,543 84 

Profit and Loss Account. 

Balance June 30, 1898, 

Balance of manufacturing account, 

Interest received, 

Jobbing and lamp sales accounts, 

Interest paid, 

Other items, . . 

Balance June 30, 1899, 



$38,783 26 


$38,783 26 


Db. 


Cr. 


$4,524 70 






$11,543 84 




25 46 




236 30 


1,322 60 




910 29 




5,048 11 





$ 1,805 60 $11,805 60 
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SUBURBAN LIGHT AND POWER COMPANY. 
(Boston.) 
Assets. 

Real estate, $12,158 44 

Steam plant, 48,547 70 

Electric plant, 196,091 43 

Electric lines, 17,415 20 

Transformers, 5,325 45 

Meters 14,524 26 

Arc lamps, 4,034 09 

Patent rights, 75,000 00 

Doe for light and power, 14,061 71 

Fael on hand, 103 62 

Carbons on hand, 606 17 

Oil and waste on hand, 44 74 

Incandescent lamps on hand, 1,118 64 

Globes on hand 82 80 

Other materials on hand 1,079 57 

Horses, wagons, etc., 181 25 

Sundry accounts due the oompany, 487 16 

Office furniture 976 95 

Cash on hand, 2,836 17 

Notes receivable, - 525 18 

Unexpired insurance and telephone, 1,320 30 

Total assets, as per books of the company $396,420 83 



Liabilities. 

Capital stock $174,400 00 

Bonds issued, 103,600 00 

Notes payable, 36,800 00 

Unpaid bills, 19.680 38 

Deposits, 50 00 

Interest due but not paid, 2,898 75 

Amounts due from the company, not included abore, .... 7,694 14 

Total liabilities, as per books of the company, ... . . |345,023 27 

Profit and loss balance, 51,397 66 



$396,420 83 



Manufactubiko Account. 

Operating expenses : 

At station, $48,344 20 

For distribution, 21,011 57 

management, 7,458 76 

taxes and incidentals, . . . 4,062 74 



Db. 



$80,877 27 



Income from sale of light and power, $90,247 83 

other sources, 10,935 23 

Balance to profit and loss, 20,305 79 



$101,183 06 $101,183 06 T 
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Pbofit and LOflS ACOOUITT. 

Di. Cs. 

Balance Jane 30, 1898, |39,782 60 

Balance of manafactoring accoant 20,305 79 

Other items of income, 72 61 

Interest paid, $8,283 90 

Other items, 429 44 

Balance Jane 30, 1899, 51,897 66 



f60,110 90 f60,ll0 90 



TAUNTON GAS LIGHT COMPANY. 

Assets. 

Real estate, $26,500 00 

Machinery and manafactaring appliances, street nudns and meters, . 63,500 00 

Due for gas, 

Gas coal on hand, 

Coke on hand, 

Tar on hand, 

Enrichers on hand, 

Fnrifying materials on hand, 

Other materials on hand, 

Stoves on hand, 

Fixtures on hand, 

Sundry accounts due the company, 

Cash on hand, 

Total assets, as per books of the company, $127,470 I 



Liabilities. 

Capital stock, $80,000 00 

Deposits, 140 00 



13,111 06 


3,555 00 


77 60 


1,600 00 


500 


428 00 


204 00 


249 00 


2,308 94 


1,946 94 


23,984 90 



Total liabilities, as per books of the company, . . .' . $80,140 00 
Profit and loss balance, 47,330 33 



Mantjpactueino Account. 

Operating expenses : 

At works, $33,755 03 

For distribution, 2,406 01 

management, 6,526 38 

taxes and incidentals, . . . 2,622 16 



$127,470 33 
Ce. 



$44,309 57 



Income from sale of gas, $59,824 28 

residuals 5,029 30 

Balance to profit and loss, 20,044 01 



$64,353 68 $64,353 68 
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Profit and Loss Account. 

Dr. 

Balance Jane 30, 1898, 

Balance of manufacturing acooant, 

Rents 

Other items of income, 

Dividends declared, $12,000 00 

Constrnction charged ofi, 4,940 92 

Depreciation, 1,937 09 

Jobbing accoant, 185 59 

Other items, 912 51 

Balance Jane 30, 1899 47,330 33 



Cb. 

$47,061 83 

20,044 01 

200 00 

60 



$67,306 44 $67,306 44 



TOWNSBND ELECTRIC PLANT. 
(See Adams, U, S.) 



TURNER'S FALLS. 
(See Franklin Electric Light Company.) 



UNION ELECTRIC LIGHT COMPANY. 

(FrankUn.) 

Assets. 

Real estate, $4,833 50 

Steam plant • . . • 12,472 37 

Electric plant, 8,041 30 

Electric lines 28,372 16 

Transformers, 3,811 67 

Meters, 2,139 99 

Arc lamps 3,060 40 

Dae for light and power, 1,674 39 

Fuel on hand, 48 40 

Carbons on hand 26 00 

Oil and waste on hand, 1 00 

Incandescent lamps on hand, 36 00 

Globes on hand, 6 25 

Other materials on hand, 655 71 

Motors on hand, 166 00 

Horses, wagons, and flxtnres on hand, 1,483 78 

Insarance, interest and taxes, 287 64 

Office f amitnre, 50 97 

Cash on hand, 1,613 44 

Total assets, as per books of the company, $68,780 96 
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Liabilities. 

Capital stock, f 20,000 00 

Bonds issued 30,000 00 

Notes payable, 12,600 00 

Unpaid bills 344 27 

Total liabilities, as per books of the company, .... 962,844 27 
Profit and loss balance, 6,936 69 

f 68,780 96 

MANVPAOTURIlfO ACOOUNT. 

Db. Cb. 

Operating expenses : 

At station, f 7,647 08 

For distribution, 608 21 

management 2Q8 23 

taxes and incidentals, ... 832 63 

f9,196 16 

Income from sale of light and power $11,199 68 

other sonroes, 263 86 

Balance to profit and loss 2,267 28 

$11,463 43 f 11,463 43 

Profit and Lobs Account. 

Db. Cb. 

Balance Jnne SO, 1898 f 4,126 69 

Balance of mannfactoring account, 2,267 28 

Jobbing account, 311 29 

Interest coupons cancelled, 1,800 00 

Interest paid $2,668 47 

Balance Jnne 80, 1899, 6,936 69 

$8,495 16 $8,495 16 



UNITED ELECTRIC LIGHT COMPANY OF SPRINGFIELD. 

Assets. 

Real estate $166,964 31 

Steam plant 78,712 59 

Electric plant, 212,702 89 

Electric lines, 147,427 28 

Transformers, 23,011 55 

Meters 16,228 31 

Due for light and power 26,652 22 

Fuel on hand 184 67 

Carbons on hand, 361 78 

Incandescent lamps on hand^ 4,511 48 

Globes on hand, . 478 63 

Other materials on hand, 1,000 00 

Motors on hand, 12,793 44 

Horses, wagons, etc., 694 00 

Sundry accounts due the company, 40,411 71 

Office f nmiture, 600 00 

Sinking fund account, 15,000 00 

Investments, 140,300 00 

Total assets, as per. books of the company, $887,934 86 
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Liabilities. 

Capital stock, $500,000 00 

Bonds issaed 200,000 00 

Notes payable, 58,300 00 

Unpaid bills, 8,477 77 

Deposits, 185 00 

Depreciation fund, 100,000 00 

Total liabilities, as per books of the company $866,962 77 

Profit and loss balance, 20,972 09 

$887,934 86 
Manvfactvbino Account. 

Dr. cr. 

Operating expenses : 

At station, $35,605 65 

For distribution 42,741 15 

management, 11,411 26 

taxes and incidentals, . . . 13,218 60 

$102,976 66 

Income from sale of light and power, .... $201,212 04 

other sources, ' 554 75 

Balance to profit and loss 98,790 13 

$201,766 79 $201,766 79 
Profit and Loss Account. 

Dr. Cr. 

Balance Jane 30, 1898, . . . . . . . $68,830 98 

Balance of manufacturing account, . • . • 98,790 13 

Rents 600 00 

Income from investments, 7,015 00 

Reserved funds 29,000 00 

Other items of income, 578 33 

Interest paid, $12,902 86 

Dividends declared 30,000 00 

Depredation fund, 139,000 00 

Other items, 1,939 49 

Balance June 30, 1899, 20,972 09 

$204,814 44 $204,814 44 



UXBRIDGE AND NORTHBRIDGE ELECTRIC COMPANY. 
Assets. 

Real estate, T . . . . $8,370 10 

Steam plant, 13,091 47 

Electric plant, 12,041 96 

Electric lines 28,515 60 

Transformers, 7,426 35 

Meters 1,672 97 

Arc lamps, 2,500 00 

Due for light and power, 3,125 44 

Fuel on hand, 240 00 

Carbons on hand, 60 00 

Oil and waste on hand, 112 00 

Incandescent lamps on hand, 98 00 

Globes on hand, 10 00 

Other materials on hand, 490 00 

Tools 317 96 
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Fiztdres on hand f 719 20 

Hones, wagons, etc., 851 60 

Offloe fornitore, 62 ftS 

Cash on hand, 886 96 

Notes receivable, 151 89 

Total assets, as per books of the company, f 79,743 93 



LiABiLinss. 

Capital stock, $39,400 00 

Notes payable, 28,812 00 

Unpaid bills, 1,826 37 

Total liabilities, as per books of the company f 70,037 37 

Profit and loss balance, 9,706 56 

179,743 93 

MAiru7A0Tu&iiro Account. 

Db. Cr. 

Operating expenses : 

At station, f 6,490 68 

For distribntion, 186 61 

management, 1,344 60 

taxes and incidentals, . . . 1,004 67 

. $8,026 46 

Income from sale of light and power, .... $12,289 46 

Balance to profit and loss, . . . . . . 4,263 00 

$12^289 46 $12,289 46 

P&OFXT AND Loss ACCOUNT. 

Db. Ck. 

Balance Jane 30, 1898, $6,817 01 

Balance of mannfactaring account, 4,263 00 

Jobbing account 102 34 

Interest paid $1,476 79 

Balance Jnne 30, 1899, 9,706 56 



$11,182 36 $11,182 35 



WALPOLE ELECTRIC PLANT. 
(See Bradfobd Lewis & Son.) 



WALTHAM GAS LIGHT COMPANY. 
Assets. 

Real estate (gas) $22,242 14 

Machinery and manufacturing appliances (gas), '. • .' . . 80,000 00 

Street mains (gas), 60,800 00 

Meters (gas), 6,500 00 

Due for gas, 3,914 86 

Gas coal on hand 2,739 63 

Coke on hand, 21 90 

Tar on hand, 719 00 

Purifying materials on hand, 30 00 

Other gas materials on hand, 924 97 
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StoTes on hand, $227 36 

GflB fixtures on hand, 100 00 

Real estate (electric), 20,000 00 

Steam plant (electric), 27,306 12 

Electric plant, 

Electric lines 

Transformers, 

Meters (electric), 

Arc lamps, 

Due for electric light and power 

Fuel on hand (electric), 

Carbons on band 

Oil and waste on hand, 

Incandescent lamps on hand, ........ 

Globes on hand, 

Other electric materials on hand 

Horses, wagons, etc 

Sundry accounts due the company, . . . . . 

Office furniture, 

Cash on hand, 

Total assets, as per books of the company, $288,844 44 



Liabilities. 

Capital stock, f 140,000 00 

Bonds issued, 

Notes payable, 

ReserTed fund, * 

Amounts due from the company, not included above, . 

Total liabilities, as per books of the company. 
Profit and loss balance, 



20,000 00 


26,673 43 


4,710 02 


4,720 23 


3,307 69 


6,656 68 


693 86 


137 36 


69 24 


117 97 


14 80 


1,107 34 


600 00 


1,054 69 


964 19 


3,801 10 



Mahupactubino Account. 



Operating expenses (gas) : 

At works, f 21,866 07 

For distribution, 6,068 21 

management, 3.867 09 

taxes and incidentals, . . . 2,780 87 



60,000 00 

43,000 00 

7,000 00 

10,017 16 


f 250,017 15 
38,827 29 


f 288,844 44 



Operating expenses (electric) : 

At station, f 26,396 16 

For distribution, 2,819 86 

management, 3,872 38 

taxes and incidentals, • . . 2,989 88 



134,672 24 



36,078 27 



Income from sale of gas, $44,629 70 

residuals 7,307 29 

sale of electric light and power, . . . 46,670 26 

Balance to profit and loss : 

Gas, 17,264 76 

Electric, . 10,691 98 



8,607 24 $98,607 24 
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Profit and Loss Account. 

Db. Cr. 

Balance Jane 30, 1898 f 37,522 41 

Balance of gas man afactaring account, .... 17,26475 

Balance of electric manafacturing account, . . . 10,691 98 

Interest paid, f 4,636 67 

DiTidends declared, 8,400 00 

Depreciation, 4,344 00 

Beserved fnnd, 7,000 00 

Other items, 2,171 18 

Balance June 80, 1899 38,827 29 

$65,379 14 f 66,379 14 



WARE ELECTRIC COMPANY. 
Assets. 

Real estate, $6,630 23 

Steam plant, 7,705 40 

Electric plant 6,981 46 

Electric lines 12,531 66 

Transformers, 2,605 25 

Meters, 1,223 00 

Arc lamps, 3,926 00 

Due for light and power, 745 63 

Fuel on hand, 334 80 

Carbons on hand, 48 70 

Oil and waste on Ijand, 31 92 

Incandescent lamps on hand 58 52 

Globes on hand 7 11 

Other materials on hand, 21183 

Sundry accounts due the company, 53 18 

Office furniture and tools, 271 02 

Cash on band 379 90 

Insurance prepaid, ' 60 00 

Total assets, as per books of the company, $43,805 61 

Liabilities. 

Capital stock $30,000 00 

Notes payable, 9,000 00 

Reserved fund, 1,110 60 

Total liabilities, as per books of the company, .... $40,110 60 

Profit and loss balance, 3,695 01 

$43,805 61 
Manupacturino Account. 

Db. Cr. 
Operating expenses : 

At station $6,167 60 

For distribution 788 35 

management, 316 54 

taxes and incidentals, ... 689 15 

$6,961 64 

Income from sale of light and power, .... $9,43148 

Balance to profit and loss, 2,469 84 

$9,431 48 $9,431 48 
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PaOFIT AMD Loss AOOOUNT. 



Balance June 30, 1898, 

Balance of mannfiictaring account, . 

Interest paid, 

Dividends declared, . . . . 
Balance Jnne 30, 1899, 



Dr. 


Cr. 




f3,201 66 




2,469 84 


f 656 89 




1,420 00 




3,695 01 





f5,671 40 f6,671 40 



WEBSTER ELECTRIC COMPANY. 
Assets. 

Real estate (gas) $8,600 00 

Machinery and mannfactaring appliances (gas), 9,500 00 

Street mains (gas), 11,000 00 

Meters (gas), 2,750 00 

Due for gas, 789 54 

Oas coal on hand, 156 00 

Coke on hand, 66 00 

Tar on hand, 17 50 

Enrichers on hand, 1 20 

Other gas materials on hand, 170 64 

Stoves on hand, Ill 82 

Oas fixtures on hand, 69 85 

Real estate (electric), 10,090 30 

Steam plant (electric) 13,400 00 

Electric plant 12,500 00 

Electric lines, 7,000 00 

Transformers 1,260 00 

Meters (electric), 750 00 

Arc lamps, 2,500 00 

Due for electric light and power, 1,718 62 

Fuel on hand (electric), 198 00 

Carbons on hand, 49 60 

Oil and waste on hand, 32 20 

Incandescent lamps on hand, 219 56 

Globes on hand, . . . . • 40 00 

Other electric materials on hand, 100 00 

Electric fixtures on hand, 192 69 

Sundry accounts due the company, 827 83 

Office furniture, 163 76 

Cash on hand, . ' 6 62 

Sinking fund 6,000 00 

Total assets, as per books of the company, f 90,150 63 

Liabilities. 

Capital stock, $46,000 00 

Bonds issued 30,000 00 

Notes payable, 9,300 00 

Unpaid bills, 2,543 38 

Total liabilities, as per books of the company, .... $86,843 38 

Profit and loss balance, 3,307 26 



$90,160 63 
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Mamufaotukino Account. 

Db Cb. 

Operating expenses (gas) : 

At works, 92,216 84 

For distribntion 177 27 

management, ..... 668 15 

taxes and incidentals, ... 146 62 

$3,108 38 

Operating expenses (electric) : 

At station, $7,363 50 

For distribntion, 871 06 

management, ..... 1,032 29 

taxes and incidentals, . . • 1,057 63 

10,324 48 

Income from sale of gas, $4,865 03 

residuals 388 65 

other sources (gas), 4190 

sale of electric light and power, . . . 14,767 49 

Balance to profit and loss : 

Oas, 2,187 20 

Electric, 4,443 01 



$20,063 07 $20,063 07 
Pbofit and Loss Account. 

Db. Cb. 

Balance Jane 30, 1898, $3,523 68 

Balance of gas mannfactnring account, .... 2,18720 

Balance of electric manufacturing acoonnt, • . . 4,443 01 

Interest paid, $1,981 61 

Dividends declared, 1,800 00 

Depreciation, 3,005 75 

Wiring acconnt 59 18 

Balance Jane 30, 1899, 3,307 25 

$10,153 79 $10,153 79 



WESTBOROUGH GAS AND ELECTRIC COMPANY. 
Assets. 

Real estate, $6,062 93 

Steam plant, 7,397 51 

Electric plant 12,243 21 

Electric lines 14,624 28 

Transformers 4,854 01 

Meters, 3,189 12 

Arc lamps, 998 85 

Due for light and power, 2,217 95 

Fuel on hand 119 10 

Carbons on hand, 11 13 

Oil and waste on hand, 23 57 

Incandescent lamps on hand, 136 50 

Globes on hand, 8 20 

Other materials on hand, 1,107 39 

Horses, wagons, etc., 195 61 

Sundry accounts due the company, 769 33 

Office furniture, 314 48 

Cash on hand, 955 21 

Total assets, as per books of the company, $55,228 28 
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LlABILITIBS. 

Capital stock 926,000 00 

Notes payable, 19,600 00 

Unpaid bills, '479 28 

Interest accrued bat not dne, 209 67 

Amounts due from the company, not included above, .... 3,000 00 

Total liabilities, as per books of the company, .... $48,28895 
Profit and loss balance, 6,939 33 

f 65,228 28 
MANUFAOTU&llfO ACCOUNT. 

Dr. Cr. 

Operating expenses : 

At station, f 4,801 78 

For distribution, . . . ... 600 71 

management, 1,734 35 

taxes and incidentals, • . . 1,093 56 

$8,230 39 

Inconfie from sale of light and power, .... fl 1,380 28 

Balance to profit and loss, 3,149 89 

$11,380 28 $11,380 28 

Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $5,318 11 

Balance of manufacturing account, .... 3,14989 

Rents, 180 00 

Jobbing account, 334 66 

Depreciation fund, 3,000 00 

Interest paid, $1,210 96 

Dividends declared, 750 00 

Depreciation, 3,000 00 

Other items, 82 38 

Balance June 30, 1899, 6,939 33 

$11,982 66 $11,982 66 



WBSTFIELD GAS LIGHT COMPANY. 
[May 81, 1899.] 

ASSBTS. 

Real estate (gas), $24,618 12 

Machinery and manufacturing appliances (gas), 25,782 30 

Street mains (gas), 22,736 92 

Meters (gas), 3,783 65 

Due for gas, 4,212 52 

Gas coal on hand, 660 16 

Enrichers on band, 98 12 

Purifying materials on hand, 17 90 

Other gas materials on hand, 8 45 

Real estate (electric), 9.406 01 

Steam plant (electric), 9,554 69 

Electric plant, 7,129 52 

Electric lines, 8,622 19 

Transformers, 1,302 77 

Meters (electric), 139 88 

Arc lamps, 4.163 92 

Due for electric light and power, 1,175 23 
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Fuel on hand (electric), . 
Carbons on hand, . . . • 
Oil and waste on hand, . 
Globes on hand, . . . . 
Other electric materials on hand, . 
Sundry accounts due the company, 

Cash on hand, 

Notes receivable, . . . . 



$54 62 


68 54 


40 18 


6 26 


12 25 


278 06 


6,562 89 


40 00 



Total assets, as per books of the company, $129,464 14 



Liabilities. 



Capital stock, . 
Notes payable, . 
Depreciation ftand, 



Total liabilities, as per books of the company. 
Profit and loss balance, 



Mantjfaotuiiino Account. 
[To June 1, 1899.] 



Operating expenses (gas) : 

At works 

For distribution, . 
management, . 
taxes and incidentals, • 

Operating expenses (electric) : 
At station, . . . . 
For distribution, . 

management, . 

taxes and incidentals, . 



f 7,093 57 

119 25 

1,313 30 

2,150 78 

f 4,738 92 
496 18 
982 33 
882 82 



Income from sale of gas, 

residuals, 

sale of electric light and power. 
Balance to profit and loss : 

Oas, 

Electric, 



Pbopit and Loss Account. 



[To June 1, 1899.] 



Balance June 30, 1898, .... 
Balance of gas manufacturing account, . 
Balance of electric manufacturing account. 

Rents, 

Jobbing account, 

Other items of income, .... 

Interest paid, 

Dividends declared, 

Depreciation fund, 

Balance June 30, 1899, .... 



Dk. 



$75,000 00 

9,525 00 

15,584 46 

$100,109 46 
29,354 68 

$129,464 14 



Cs. 



$10,676 90 



7,100 26 



10,044 16 
4,164 16 



$18,478 21 
2,242 84 
11,264 41 



$31,965 46 $31,985 46 



Db. 


Cb. 




$26,747 14 




10,044 15 




4,164 16 




113 57 




661 56 




21 11 


$711 86 




7,500 00 




4,186 14 




29,354 68 





$41,751 68 $41,751 68 
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WESTON ELECTRIC UGHT COMPANY. 
Assets. 

Electric plant, $7,579 48 

Electric lines, 17.393 66 

Transformers, 2,008 00 

Meters 778 75 

Due for light and power, 3,067 14 

Sundry accounts due the company, 750 00 

Cash on hand, 168 23 

Total assets, as per books of the company, f 31,745 26 

Liabilities. 

Capital stock, $12,000 00 

Notes payable, 18,200 00 

Unpaid bills, 375 00 

Total liabilities, as per books of the company, .... $30,575 00 
Profit and loss balance, 1,170 26 

$31,745 26 

MANVFAOTURIira AOCOUKT. 

Db. Cr. 

Operating expenses : 

At station, $4,24532 

For distribution, 611 96 

management, 1,119 41 

taxes and incidentals, ... 241 76 

$6,218 46 

Income from sale of light and power, .... $7,98147 

Balance to profit and loss, 1,763 02 

"$7]981 47 $7,981 47 
Pbofit and Loss Acoouirr. 

Dk. Cb. 

Balance Jnne 30, 1898, $241 77 

Balance of manufacturing account, • 1,763 02 

Jobbing account, 388 39 

Interest paid $862 92 

Dividends declared, 360 00 

Balance June 30, 1899, 1,170 26 

$2,393 18 $2,393 18 



WEYMOUTH LIGHT AND POWER COMPANY. 
Assets. 

Real estate, $13,448 28 

Steam plant, 17,172 69 

Electric plant 34,638 90 

Electric lines, 72,671 12 

Transformers, 2,778 77 

Meters 1,801 67 

Arc lamps, 2,981 97 

Due for light and power, 4,150 47 

Fuel on hand, 85 44 

Carbons on hand 60 90 
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Oil and waste on hand, . 
Incandescent lamps on hand, 
Globes on hand, 
Other materials on hand, . 
Horses, wagons, etc.. 
Office fomitare, 
Cash on hand, . 
Notes receivable, 
Advanced insurance, 



$76 71 


672 42 


15 20 


1,858 50 


166 77 


759 31 


524 23 


1,000 00 


656 73 



Total assets, as per books of the company, f 165,519 98 

Liabilities. 

Capital stock, f 50,000 00 

Bonds issued, 

Notes payable, 

Unpaid bills, 

Interest accrued but not due, ........ 

Amounts due from the company, not included above, . 

Total liabilities, as per books of the company. 
Profit and loss balance, 



MANUPAOTumiro Aooount. 



50,000 00 

80,893 30 

16,056 21 

805 97 

467 62 


f 148,223 00 
7,296 98 

$155,519 98 

Cb. 



Operating expenses : 

At station, $9,740 58 

For distribution, 4,197 73 

management, 2,300 78 

taxes and incidentals, . . . 1,485 37 

Income from sale of light and power, .... 

other sources, 

Balance to profit and loss, 



$17,724 46 



Paofit and Loss Account. 



Balance June 30, 1898, ^ . 
Balance of manufacturing account, . 
Wiring and lamp sales accounts. 
Other items of income, . 
Interest paid . . . . . 



Depreciation, . 
Balance June 30, 1899, 





$26,091 60 
200 43 


8,567 57 




$26,292 03 


$26,292 03 


DB. 


Cr. 
$12,359 14 
8,567 57 
886 01 




5 00 


$4,320 74 

10,200 00 

7,296 98 





$21,817 72 $21,817 72 



WHITMAN LIGHT AND POWER COMPANY. 

ASSBTS. 

Real estate $7,000 00 

Steam plant, 11,500 00 

Electric plant, 3,0.50 00 

Electric lines 8,000 00 

Transformers, 1,400 00 

Meters, . 1.250 00 

Arc lamps, 1»750 00 

Dae for light and power, 1,076 11 
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Fael on hand, • 
Carbons on hand, 
Oil and waste on hand, 
Tools on hand, . 
Horses, wagons, etc.. 
Office ftimitnre. 
Cash on hand, . 
Insurance, 



Total assets, as per books of the company. 



1398 33 


69 36 


29 49 


60 00 


126 00 


60 00 


4,834 99 


170 36 


$40,743 64 



LXABILITIBS. 

Capital stock, f 22,000 00 

Bonds issued, 18,000 00 

Unpaid bills, 100 73 

Amounts due from the company, not included above, .... 227 62 

Total liabilities, as per books of the company, .... f 40,328 26 

Profit and loss balance, 416 39 

140,743 64 

Db. Cb. 



f 8,330 90 



BfANTTVAOTUBING ACCOUNT. 

Operating expenses : 

At station, $4,313 66 

For distribution, 1,047 18 

management, 2,003 89 

taxes and incidentals, ... 966 28 

Income from sale of light and power, .... $12,346 16 

Balance to profit and loss, 4,016 26 

$12,346 16 $12,346 16 
Profit and Loss Account. 

Dm. Cr. 

Balance June 30, 1898, $678 01 

Balance of manufacturing account, 4,016 26 

Interest received 97 12 

Interest paid $1,080 00 

Dividends declared, 1,320 00 

Depreciation, 1,976 00 

Balance June 30, 1809, 416 39 

$4,790 39 $4,790 39 



WILLIAMSTOWN GAS COMPANY. 

Assets. 

Real estate, 

Machinery and manufacturing appliances and street mains, . 

Meters, 

Due for gas, 

Oas oil on hand, 

Wood on hand, 

Other materials on hand, 

Stoves on hand, 

Fixtures on hand, 

Horses, wagons, etc., .• 

Sundry accounts due the company, 

Cash on hand, 



$10,620 26 


20,969 63 


999 70 


623 62 


169 30 


339 60 


488 40 


60 00 


193 27 


25 00 


277 21 


1,075 04 



Total assets, as per books of the company, $35,620 82 
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LlABILITIBS. 

Capital stock $20,000 00 

Bonds issned, 10,000 00 

Notes payable, 1,300 00 

Unpaid bills, 19 09 

Total liabilities, as per books of the company, .... $31,319 09 
Profit and loss balance, 4,301 73 

$35,620 82 
Manutacturino Aooount. 

Db. Cb. 

Operating expenses : 

At works $3,364 89 

For distribntion, 75 00 

management, 60 00 

taxes and incidentals, ... 404 31 

$3,904 20 

Income fh>m sale of gas, $7,110 03 

Balance to profit and loss, 3,205 83 

$7,110 03 $7,110 03 
Profit and Loss Account. 

Db. Cb. 

Balance Jane 30, 1898, $2,449 19 

Balance of manofactoring account, 3,205 83 

Rents, 138 68 

Jobbing acconnt, 428 58 

Other items of income, 37 50 

Interest paid, $665 00 

Dividends declared, 1,200 00 

Depreciation, 54 93 

Other items 38 02 

Balance Jane 30, 1899 4,301 73 

$6,259 68 $6,259 68 



WINCHENDON ELECTRIC LIGHT AND POWER COMPANY. 

ASSBTB. 

Steam plant, $1,359 76 

Electric plant 12,885 49 

Electric lines, 11,764 92 

Transformers, 2,053 35 

Meters, 2,357 62 

Arc lamps, 2,362 82 

Dae for light and power, 1,250 73 

Carbons on hand, 19 80 

Oil and waste on hand, II 75 

Incandescent lamps on hand, 104 72 

Globes on hand, 24 48 

Other materials on hand, 304 43 

Tools, 87 98 

Horses, wagons, etc., . .' 95 00 

Sundry acconnts dae the company, . 1,018 39 

Office furniture, 41 55 

Cash on hand, 115 15 

Insurance and interest prepaid, 246 28 

Total assets, as per books of the company, $36,10412 
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Liabilities. 

Capital stock, 912,000 00 

Bonds issued, 11,000 00 

Notes payable, 7,400 00 

Unpaid bills 1,045 68 

Total liabilities, as per books of the company, .... $31,445 08 
Profit and loss balance, 4,658 44 

f36,l04 12 
Manupaotitbino Aooovkt. 

Ds. Cb. 

Operating expenses : 

At station, $3,429 79 

For distribution, 110 87 

management, 740 46 

taxes and incidentals, ... 595 06 

$4,876 18 

Income fh)m sale of light and power, .... $6,78676 

other sources, 215 67 

Balance to profit and loss, 2,126 25 

$7,002 43 $7,002 43 

Pbopit and Loss Account. 

Db. Ca. 

Balance June 30, 1898, $3,547 87 

Balance of mannfacturing account, 2,126 25 

Jobbing account, • • • 59 62 

Interest paid, $907 13 

Other items, 168 17 

Balance June 30, 1899, 4,658 44 

't6,mli $5,733 74 



WOBURN GAS LIGHT COMPANY. 

ASSBTS. 

Real estate, $19,487 00 

Machinery and mannfkcturing appliances, 29,503 60 

Street mains, 25,919 39 

Meters, 3,000 00 

Due for gas, 2,200 70 

Gas coal on hand, 1,548 45 

Coke on hand, 120 00 

Tar on hand, 747 40 

Bnrichers on hand, 281 63 

Other materials on hand, 475 00 

Office furniture, 264 90 

Cash on hand, 2,738 46 

Total assets, as per books of the company, $86,286 53 

LlABILITIBS. 

Capital stock, $45,100 00 

Deposits, 112 00 

Total liabilities, as per books of the company, .... $45,212 00 

Profit and loss balance, 41,074 53 



$86 286 53 
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Uaxvvjlotvuuiq Aocouht. 

Ds. Cb. 

Opertting ezpensei : 

At works, f8,934 10 

For distribution, 1,059 27 

management, 2,550 34 

taxes and inddentals, . 1,425 08 

f 18,968 74 

Income from sale of gas, f 16,272 68 

residuals, 2,452 74 

other sources, 15 85 

Balance to profit and loss, 4,772 53 

Paofit ahd Loss Acooxtkt. 

Balance June 30, 1898, 

Balance of manufacturing account, 

Jobbing account, • • 

Interest paid, 

Dividends declared, 

Balance June 30, 1899, 

144,699 39 f 44,699 39 



f 18,741 27 


118,741 27 


Ds. 


Cb. 




$89,401 90 




4,772 63 




524 96 


916 86 




3,608 00 




41,074 53 





WOBURN LIGHT, HEAT AND POWER COMPANY. 

Assets. 

Real estate, $68,457 60 

Steam plant, 75,820 30 

Electric plant 51,774 43 

Electric Unes, 118,512 77 

Transformers, 17,140 39 

Meters, 11,230 55 

Arc lamps, 14,353 15 

Due for light and power, 8,917 87 

Fuel on hand, 1,767 00 

Carbons on hand, 125 00 

Oil and waste on band 185 00 

Incandescent lamps on hand, 624 99 

Tools and fixtures, 514 62 

Horses, wagons, etc., 586 71 

Sundry accounts due the company, 1,710 87 

Office furniture, 392 62 

Cash on hand, 10,995 91 

Notes receivable 280 50 

Insurance prepaid, 897 20 

Total assets, as per books of the company, $384,287 48 

Liabilities. 

Capital stock $142,000 00 

Bonds issued, 175,000 00 

Notes payable, 21,715 64 

Unpaid bills, 84,645 80 

Interest accrued but not due, 2,625 00 

Total liabilities, as per books of the company, .... $375,986 44 

Profit and loss balance, 8,301 04 



$384,287 48 
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Mantvaoturino Account. 

Db. cl 

Operating expenses : 

At station, f 26»411 23 

For dtstribntion, 5,494 90 

management, 3,231 11 

taxes and incidentals, • • • 4,429 02 

f39,666 26 

Income from sale of light and power, .... f 54,356 42 

Balance to profit and loss, 14,790 16 

154,366 42 f54,356 42 

Profit and Lobs Account. 

De. Cb. 

Balance Jnne 30, 1898 f 84,829 62 

Balance of mannfactnring account, 14,790 16 

Interest paid f 7,103 96 

Dividends declared 6,000 00 

Depreciation, 78,214 78 

Balance Jnne 30, 1899 8,301 04 

199,619 78 199,619 78 



WORCESTER ELECTRIC LIGHT COMPANY. 
Assets. 

Real estate, f 78,992 25 

Steam plant, 61,58121 

Electric plant, 80,393 94 

Electric lines, 146,908 46 

Transformers, 19,833 87 

Meters, 13,221 12 

Arc lamps, 19,578 30 

Dne for light and power, 16,706 56 

Fael on hand 8,198 02 

Carbons on hand, 1,561 13 

Oil and waste on hand, 88 45 

Incandescent lamps on hand, 1,022 14 

Olobes on hand, 295 15 

Other materials on band, 1,038 73 

Fiztnres on hand, 1*422 80 

Horses, wagons, etc., 687 33 

Sundry accounts dne the company, 1,363 24 

Office famitnre, 1,392 00 

Cash on hand, 55,949 32 

Total assets, as per books of the company, ^495,224 02 



Liabilitibs* 

Capital stock, f 300,000 00 

Unpaid bills, 7,412 88 

Total liabilities, as per books of the company, • « . . $307,412 88 
Profit and loss balance • . 187,811 14 

9495,224 02 
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Manutaotubino Aooount. 

Dl. Cl. 

Operating ezpenief : 

At station, f49,068 20 

For distribntion, 87,013 03 

management, 12,068 II 

taxes and incidentals, . • 11,860 49 

f 109,499 83 

Income from sale of light and power f 196,039 80 

Balance to profit and loss 86,539 97 

f 196,039 80 1196,039^ 

Profit and Loss Account. 

Dk. Cs. 

Balance Jane 30, 1898 f 157,862 70 

Balance of manafactoring account, 86,539 97 

Interest received, 1,826 79 

Jobbing account, 264 77 

Other items of income, 255 22 

Dividends declared, f 24,000 00 

Depreciation, 84,846 19 

Other items, 82 12 

Balance Jane 30, 1899, 187,811 14 

9246,739 45 f '246,739 45 



WORCESTER GAS LIGHT COMPANY. 
Abbbtb. 

Real estate, ^222,990 00 

Machinery and manufacturing appliances, 258,640 00 

Street mains, 140,060 70 

Meters, 14,725 61 

Due for gas, 18,890 77 

Gas coal on hand, 26,933 46 

Coke on hand, 1,400 00 

Tar on hand, 2,200 00 

Enrichers on hand, . • 6,928 11 

Other materials on hand, 9,330 02 

Stoves on hand 1,092 06 

Cash on hand, 26,742 04 

Investments, 8,352 50 

Total assets, as per books of the company, 1733,285 27 



LlABILITIBS. 

Capital stock, f 500,000 00 

Bonds issued, 100,000 00 

Deposits, 7,742 48 

Unpaid dividends, 10,090 00 

Total liabilities, as per books of the company, .... f 617,832 48 

Profit and loss balance, 115,452 79 



1733,285 27 
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MANTJPAOTUBINa ACCOUNT. 

Dm. Cb. 

Operating expenees : 

At works, 9106,329 21 

For distribntioD, 29,303 53 

management, 16,628 75 

taxes and incidentals, • . . 16,791 31 

f 167,962 80 

Income from sale of gas, 

residuals, 

other sources, ...... 

Balance to profit and loss, 100,341 21 

9268,294 01 
Profit Aim Loss Account. 

Da. 

Balance June 30, 1898, 

Balance of manafactnring account, 

Interest received, . • 

Other items of income, 

Interest paid, f 5,325 67 

Dividends declared, 60,000 00 

Depreciation, 28,397 00 

Balance Jane 30, 1899, 115,452 79 

fl^,176 46 fl99~176 46 



1254,645 93 

13,636 68 

111 60 


1268,294 01 

Cr. 
198,178 61 
100,341 21 

601 14 
64 60 
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APPENDIX B. — MUNICIPALITIES. 



Balanoe Sheets, Manufagturinct and Psofit and Loss 
Accounts, to June 30, 1899. 

[For other infonnaUon abont these plants see nnder title ** Mukioipal Ownbrship '* 
In the body of the report.] 



BELMONT. 
Assets. 

Electric lines f 9,176 47 

Transformers, 696 23 

Meters, 922 IS 

Arc lamps, 385 19 

Incandescent street lamps, 829 80 

Dae for light and power, 50 14 

Other materials on hand, 20 00 

Tools and appliances, . . . 334 00 

Horses, wagons, etc 318 00 

Sundry accounts dae the plant, 18 00 

Cash (or town treasury). ' 4,814 38 

Sinking funds, . 280 00 

Insurance prepaid, 131 25 

Total assets, as per books of the plant, $17,875 69 

Liabilities. 

Appropriations for construction, $2,000 00 

sinking funds, 280 00 

Bonds outstanding 14,000 00 

Interest accrued but not due, 46 67 

Total liabilities, as per books of the phint, $16,326 67 

Profit and loss balance, 1,548 92 

$17,876 59 
Manufaotvbino Account. 

Ds. Cb. 

Operating expenses, $6,306 68 

Income from sale of light and power, .... $1,47424 

Balance to profit and loss, 4,832 44 

$6,306 68 $6,306 68 
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Paopit and Loss Aooottnt. 

Di. Cb. 

Balance Jane 30, 1896, $2,703 72 

Balance of mannfactnring account, f4,832 44 

Appropriation for maintenance 4,000 00 

interest, 840 00 

Other items of income, 7 64 

Interest paid, and accmed, 660 00 

Depreciation, 610 00 

Balance June 30, 1899, 1,548 92 



$7,551 36 $7,551 36 



BRAINTREE. 
Assets. 



Real estate $6,529 96 

Steam plant, 8,781 74 

Electric plant, 9,704 43 

Electric lines, 14,96639 

Transformers, 3,446 76 

Meters ' . 2,865 19 

Arc lamps, 2,938 69 

Incandescent street lamps, 487 83 

Due for liglit and power, 2,687 67 

Fuel on hand, 25 00 

Carbons on hand, 31 00 

Oil and waste on hand, 47 38 

Incandescent lamps and jobbing material on hand, .... 235 81 

Globes on hand, 4 90 

Other materials on hand, 742 99 

Tools and appliances, 552 75 

Horses, wagons, etc, 388 85 

Office furniture, 34 50 

Cash (or town treasury), 6,566 45 

Sinking funds, 2,659 28 

Total assets, as per boolts of the plant, $63,697 09 

Profit and loss balance, 7,300 92 



$70,998 01 

LlABIUTIBS. 

Appropriations for construction, $9,190 81 

note payments, 15,000 00 

sinking lands, 2,580 00 

Overdrafts for construction, 8,375 89 

Bonds outstanding, 16,500 00 

Motes payable, 18,500 00 

Interest accrued but not due, 272 55 

Unpaid bills, 578 76 

Total liabilities, as per books of the plant, $70,998 01 
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MANUPAcnmiNO Aocoumt. 

Db. Cb. 

Operating expeneei, $12,915 65 

Income from sale of light and power, .... f6,771 75 

other fooroes, 390 75 

Balance to profit and loss, 6,753 15 

$12,915 65 $12,915 65 
Profit Axn> Loss Acoouxr. 

Db. Cb. 

Balance Jnne 30, 1898, $6,670 76 

Balance of mannfactnring account, 5,753 15 

Appropriation for maintenance, $8,500 00 

interest, 1,440 00 

Income from sinking fands, 39 18 

Wiring account, 40 95 

Interest paid and accmed, 1,482 12 

Sinking ftind appropriations, 430 00 

Overdraft for construction, 1,283 91 

Depredation, 2,602 78 

Other items, 98 33 

Balance Jnne 30, 1899, 7,300 92 

$17,821 05 $17,321 05 



CHICOPEB. 



ASSBTB. 

Beal estate $22,811 49 

Steam plant, 18,648 00 

Electric plant, 13,060 67 

Electric lines 17,979 67 

Transformers 2,816 18 

Meters, 3,500 67 

Arc lamps, 6,739 02 

Due for light and power, 1,615 98 

Fuel on hand, 270 00 

Carbons on hand, 61 00 

Oil and waste on hand, 17 00 

Incandescent lamps on hand, 171 71 

Globes on hand, 18 30 

Other materials on hand, 769 16 

Tools and appliances 1,416 27 

Horses, wagons, etc., 699 48 

Sundry accounts due the plant, 499 31 

Office furniture 87 00 

Cash (or city treasury), 12,101 93 

Total assets, as per books of the plant, $103,271 84 

Liabilities. 

Appropriations for construction, $11,950 00 

bond payments, 12.000 00 

Bonds outstanding 72,000 00 

Notes payable, 6,000 00 

Interest accrued but not due, 260 00 

Total liabilities, as per books of the plant $102,210 00 

Profit and loss balance, 1»061 84 

1103,271 84 
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Manufacturing Account. 

Dr. cb. 

Op€ratlng expenses, 9 15, 107 58 

Income from sale of light and power, .... f 5,900 67 

Balance to profit and loss, 9,206 91 

915,107 58 f 15,107 58 

Pbopit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, f 15,385 65 

Balance of manofactaring account, ^9,206 91 

Appropriation for maintenance, 16,670 30 

interest, 4,740 00 

Interest paid and accrued, 3,170 00 

Depreciation, 4,507 45 

City collector 18,837 63 

Other items, 12 12 

Balance June 30, 1899, 1,06184 

$36,795 95 $36,795 95 



DANVERS. 

ASSBTS. 

Real estate, $2,982 03 

Steam plant, 7,149 25 

Electric plant, 6,714 86 

Electric lines, 10,968 52 

Transformers, 2,550 22 

Meters, 2,645 36 

Arc lamps, 2,789 07 

Due for light in town buildings, 414 79 

Due for light and power, 1,214 57 

Fuel on hand, 148 60 

Carbons on hand, 68 80 

Oil and waste on hand, 28 50 

Incandescent lamps on hand, 38 40 

Globes on hand, 5 60 

Other materials on hand, 382 75 

Tools and appliances, 297 60 

Insurance prepaid, HI 40 

Sundry accounts due the plant, 199 25 

Office furniture, 18 00 

Cash (or town treasury) , 1,612 14 

Sinking ftinds, 1,281 85 

Total assets, as per books of the plant $41,62146 

Profit and loss balance, 6,173 10 

$47,794 56 

LlABILITIBB. 

Appropriations for construction, $5,126 87 

bond payments, 15,000 00 

sinking funds, 1,929 10 

Overdraft for construction to Jan. 15, 1899, . . . . . . 547 24 

Bonds outstanding, 24,500 00 

Unpaid bills, 518 51 

Interest accrued but not due, 172 84 

Total liabilities, as per books of the plant, $47,794 56 j 
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Manttvaotubino Accovwr. 

Db. Cb. 

Operating expenses, f 8,136 72 

Income from sale of Hght and power, .... ^4,609 60 

Balance to profit and loss, 3,627 12 

~$8il36 72 f 8,136 72 

Profit akd Lobs Account. 

Bb. Cb. 

Balance Jane 30, 1898, $3,260 09 

Balance of mannfactaring account, 8,627 12 

Appropriation for maintenance, f 2,277 86 

Overdraft for maintenance to Jan. 16, 1899, ... 606 48 

Interest from sinking fnnds, 40 46 

Adjustment of expense items of 1898, .... 66 90 

Other items of income, 376 44 

Interest paid and accrued 867 84 

Depreciation, 1,884 17 

Balance June 30, 1899, . . « 6,173 10 

f 9,639 22 $9,539 22 



HINGHAM. 

ASBBTB. 

Electric lines, $14,943 68 

Transformers, 1,697 36 

Meters, 1,804 21 

Due for light and power, ' . . . 345 04 

Incandescent lamps on hand, 173 35 

Other materials on hand, 333 63 

Tools and appliances, 130 85 

Sundry accounts due the plant 443 81 

Office furniture, 77 50 

Cash (or town treasury), 6,024 98 

Total assets, as per books of the plant, $24,874 40 

Liabilities. 

Appropriations for construction, $6,413 53 

Notes payable, 18,000 00 

Interest accrued but not due, 280 00 

Total liabilities, as per books of the plant, . . . . . $24,693 63 

Profit and loss balance, 180 87 

$24,874 40 

Manupaoturino Account. 

Dr. Cb. 

Operating expenses, $10,194 66 

Income from sale of light and power, .... $6,302 8S 

other sources, '. 446 24 

Balance to profit and loss, 4,446 08 

$10,191 65 $10,194 66 
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P&OFIT AND Loss AOOOVNT. 



Balance Jnne 30, 1898, . 
Balance of manafacturlng account, . 
Appropriations for maintenance, 

interest, 
Jobbing account, . . . * 
Other items of income, 
Interest paid and accrued, 

Depreciation, 

Appropriation for construction, 
Balance June 30, 1899, . 



Dr. 


Cb. 


9387 72 




4,446 08 






96,047 60 




720 00 




359 53 




53 69 


720 00 




965 54 




480 61 




180 87 





HUDSON. 



97,180 82 17,180 82 



ASBBTB. 

Real estate, 98,947 97 

Steam plant, * 5,918 94 

Electric plant, 3,765 29 

Electric lines, 6,277 66 

Transformers, 1,473 94 

Meter 1,526 40 

Arc lamps 1,345 60 

Incandescent street lamps 415 29 

Due for light and power 467 31 

Fuel on hand, 281 25 

Carbons on hand, 25 80 

Oil and waste on hand, 44 00 

Incandescent lamps on hand, 167 65 

Globes on hand 23 80 

Other materials on hand, 266 82 

Tools and appliances, 273 00 

Sundry accounts due the plant, 4 60 

Office furniture, . , 67 50 

Cash (or town treasury),. ' 3,666 61 

Total assets, as per books of the plant, 934,969 33 

Profit and loss balance, 11,481 55 

946,440 88 
Liabilities. 

Appropriations for construction, $i,SS5 24 

note payments, 2,000 00 

Overdrafts for construction, ' . . . . 438 22 

Notes payable, 38,000 00 

Unpaid bills, 407 46 

Interest accrued but not due, 759 96 

Total liabilities, as per books of the plant, 946,440 88 

Manvfactubino Account. 

Db. Cb. 

Operating expenses, 96,476 20 

Income from sale of light and power, .... 94,115 46 

other sources, ...... 15 60 

Balance to profit and loss, 2,345 14 



96,476 20 96,476 20 
Digitized by VjOOQ IC 



cxlviii GAS AND ELECTRIC LIGHT. [Jan. 



PaOPIT AHD Loss ACOOVNT. 

Dr. Cb. 

Balance Jane 30, 1898 $12,630 41 

Balance of manufacturing acooant 2,345 14 

Appropriation for maintenance, $5,000 00 

Overdrafts for maintenance to Dec. 31, 1898, ... 930 43 

Adjustment of old accounts 628 41 

Premium on notes sold, 250 00 

Otiier items of income, 5 00 

Interest paid and accrued, 1,515 61 

Depreciation, 1,630 79 

Wiring and lamps supplied, 173 54 

Balance June 30, 1899, 11,481 55 



$18,295 39 $18,295 39 



HULL. I 

ASSBTB. ' 

Real estate $12,360 59 

Steam plant, 25,337 55 

Electric plant, 10,593 77 

Electric lines (commercial), 13,792 32 

Transformers, 8,760 72 

Meters, 3,764 53 

Arc lamps, 174 40 

Incandescent street lamps and lines, 12,999 89 

Dne for light and power 1,965 32 

Fuel on band, 160 39 

Carbons on hand, 19 46 

Oil and waste on hand, 80 86 

Incandescent lamps on hand, 233 84 

Globes on band 6 00 

Other materials on hand, 104 07 

Inside wiring, 89 29 

Horses, wagons, and station tools, 583 60 

Insnrance prepaid, 20 31 

Office furniture, 197 22 

Cash (or town treasury), 6,922 12 

Sinking funds 16,535 20 

Total assets, as per books of the plant, $114,69145 

Profit and loss balance, 81,691 75 

$146,383 20 
Liabilities. 

Appropriations for construction, $17,265 69 

note payments, 7,400 00 

sinking funds 20,333 00 

Bonds outstanding, 60,000 00 

Notes payable, 34,702 00 

Unpaid bills, 5,709 22 

Interest accrued but not due, 270 92 

Deposits, 702 37 

Total liabilities, as per books of the plant, $146,383 20 
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MANT77ACTU&INO AOCOVNT. 

Db. Cr. 

Operating expenses, f 13,818 41 

Income from sale of ligbt and power, .... f 10,240 24 

other soarces, 568 90 

Balance to profit and loss, 8,004 27 

f 18,813 41 f 18,813 41 
Pbofit Ain> Loss Account. 

Db. Cb. 

Balance Jane 30, 1898, $25,741 40 

Balance of manufactoring account, 8,004 27 

Appropriation for maintenance f 1,660 24 

interest, 4,439 76 

Interest received from sinking fbnds, .... 846 07 

Jobbing acconnt, 28 92 

Interest paid and accrued, 4,429 92 

Depreciation, 4,727 99 

Otlier items, 163 16 

Balance Jane 30, 1899, 31,691 75 

188,066 74 138,066 74 



MARBLEHEAD. 

ASSBTB. 

Real estate f 22,555 53 

Steam plant, 14,856 07 

Electric plant, • . * . 8,258 77 

Electric line 15,838 17 

Transformers, 8,769 74 

Meters, 3,021 67 

Arc lamps, 2,907 83 

Incandescent street lamps, 130 93 

Dae for light and power, 909 89 

Fael on hand, 35 00 

Carbons on hand, 475 00 

Oil and waste on hand, 10 00 

Globes on hand, 8 00 

Tools and appliances, 150 00 

Horses, wagons and distribation tools, 250 00 

Cash (or town treasury), 8,540 52 

Sinking funds, 4,245 90 

Total assets, as per books of the plant, $85,958 02 

Profit and loss balance 4,066 47 

$90,024 49 

LlABILfriBS. 

Appropriations for construction, f21,0l7 82 

note payments, 12,000 00 , 

sinking funds 5,000 00 

Bonds outstanding, 60,000 00 

Notes payable, 2,000 00 

Interest accrued but not due, 6 67 

Totalliabilities, as per books of the plant, f 90,024 49 
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MANUrACTUKIHO AOOOTTHT. 

Dl. Cl. 

Operating expentei , f 12,679 96 

Income from sale of light and power, .... f 6,969 85 

other Bonroes, 252 90 

Balance to profit and loss, 6,057 23 

il2i679 98 f 12,679 98 

PBOnr AND LOM AOCOITlfT. 

Db. Cb. 

Balance Jane 30, 1896, f 1,02S 61 

Balance of manafactaring account, 6,067 28 

Appropriation for maintenance, $12,600 00 

interest, 2,120 00 

Interest received from sinking ftindi, . • . • 122 46 

Jobbing account, 112 71 

Interest paid and accrued 2,126 67 

Depreciation, 8,764 63 

Receipts paid to town treasurer, 6,959 60 

Balance June 30, 1899, 4,066 47 

$18,921 64 $18,921 64 



MIDDLBBOROUGH. 

A88BT8. 

Real estate, $16,764 60 

Machinery and manafactaring appliances (gas), 6,864 46 

Street mains (gas), 2,623 88 

Meters (gas), . ' 904 29 

Dae for gas 412 40 

Gas coal on hand, 221 88 

Gas oil on band, 131 81 

Other gas materials on hand, 66 76 

Tools and appliances (gas), 80 95 

Water power, 18,224 06 

Steam plant (electric), 6,207 26 

Electric plant, 6,018 61 

Electric lines, 9,086 62 

Transformers, 1,571 71 

Meters (electric), 1,096 44 

Arc lamps, 1,608 69 

Incandescent street lamps 499 08 

Dae for electric light and power, ........ 1,102 95 

Fuel on hand (electric), 20 48 

Carbons on hand, 17 25 

Oil and waste on hand, 24 40 

Incandescent lamps on hand 61 00 

Globes on hand, 14 71 

Other electric materials on hand, 607 54 

Tools and appliances (electric), 293 90 

Horses, wagons, etc., 36 00 

Sundry accounts due the plant, 707 58 

Office furniture, 105 46 

Cash (or town treasury), 3,884 89 

Total assets, as per books of the plant, ...... $73,736 88 

Profit and loss balance 84,829 05 

e"lS,565 93 ^ 



1900.] PUBLIC DOCUMENT — No. 35. cli 



LlABILITIBS. 

Appropriations for coDstmction, f 13,472 69 

extraordinary repairs, 2,590 00 

bond payments, 6,600 00 

G^eral appropriations, 636 57 

Bonds outstanding, 70,000 00 

Notes payable, 15,000 00 

Interest accrued bat not due, 466 67 

Total liabilities, as per books of the plant, ..... 9108,565 98 

Mavufaotukino Aogottnt. 

db. Cr. 

Operating expenses : 

Oas, 98,193 63 

Electric, 6,261 50 

Income from sale of gas, f 3,096 12 

sale ofelectric light and power, . . . 5,468 18 

other sources (electric), .... 39 53 

Balance to profit and loss : ' 

Gas 97 51 

Electric, 753 79 

99,455 18 99,455 13 

Profit and Loss Aocornr. 

Dr. cb. 

Balance June 30, 1898, 927,205 90 

Balance of gas manufacturing account, .... 97 51 

Balance of electric manufacturing account, . . . 753 79 

Appropriation for maintenance, « • • . . 93,400 00 

Interest paid and accrued, 3,413 35 

Naphtha lighting, 379 92 

Jobbing account, 83 26 

Depreciation, 4,471 14 

Transfer from maintenance to construction, • . . 1,357 85 

Other items, 466 38 

Balance June 30, 1899, 34,829 05 

938,229 06 938,229 05 

NEEDHAM. 
Assets. 

Electric lines, 910,831 82 

Transformers, 81 04 

Cash (or town treasury), 2,002 83 

Total assets, as per books of the plant, 912,915 19 

Profit and loss balance, 2,782 50 

915,697 69 
Liabilities. 

Appropriations for construction, 92,197 69 

bond payments, 13,500 00 

Total liabilities, as per books of the plant, 915,697 69 j 
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Manutaotvbiho Aocouht. 

Db. Or. 

Operating expenses, f3,275 38 

Balance to profit and loss, 93,276 38 

$3,275 88 f3,275 38 

PBOFIT AKD L068 A000T7MT. 

PR. Cm. 

Balance Jane 80, 1808, f 1,846 96 

Balance of mannfacturing acoonnt, 3,275 88 

Appropriation for maintenance, $3,000 00 

Depreciation, 659 87 

Other items, 29 

Balance Jane 30, 1899, 2,782 60 

$5,782 60 $5,782 60 



NORTH ATTLEBOROUQH. 

Abbbts* 

Real estate, $8,701 84 

Steam plant, 12,846 31 

Electric plant 6,072 46 

Electric lines, 15,907 46 

Transformers, 2,989 63 

Meters, 2,178 68 

Arc lamps, 124 76 

Incandescent street lamps, 254 06 

Doe for light and power, 282 67 

Carbons on hand, 5 81 

Incandescent lamps on hand, 300 04 

Globes on hand, 6 50 

Other materials on hand 865 28 

Tools and appliances, 368 32 

Snndry accoants dae the plant, 166 32 

Office furniture, 125 52 

Cash (or town treasury), 8,081 93 

Sinking ftinds, 4,431 70 

Total assets, as per books of the plant, $63,209 19 

Profit and loss balance, 125 14 

$63,334 33 
Liabilities. 

Appropriations for constrnction, (8,421 10 

sinking funds 4,800 00 

Bonds outstanding, 60,000 00 

Unpaid bilU, 113 23 

Total liabilities, as per books of the plant, $63,334 83 

Manufacturing Account. 

Da. Cb. 

Operating expenses, $7,479 60 

Income from sale of light and power $5,936 30 

Balance to profit and loss, 1.543 30 

$7,479 60 $7,479 60 
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Pbofit and Loss Aooottnt. 

Db. Ch. 

Balance June 30, 1898, f 2,237 45 

Balance of mannfactaring acconnt, $1,543 30 

Appropriation for maintenance, 8,800 00 

interest, 2,000 00 

Interest from sinking ftmds, 149 00 

Interest paid, 2,000 00 

Appropriation for construction, ... . . . 1,261 25 

Depreciation, 2,582 00 

Jobbing account, 34 77 

Receipts paid to town treasury, 5,889 37 

Balance June 30, 1899 125 14 



fl3,311 59 fl3,311 59 



PBABODY. 

ASSBTS. 

Real estate, $12,820 43 

Steam plant, 13,805 01 

Electric plant, 6,094 92 

Electric lines, 11,706 86 

Transformers 8,230 91 

Meters, 2,728 22 

Arc lamps, 5,131 57 

Incandescent street lamps 149 92 

Due for light and power, . . 1,455 25 

Fuel on hand, 10 20 

Carbons on hand, 144 00 

Oil and waste on hand, 22 00 

Incandescent lamps on hand, 67 00 

Globes on hand, 16 00 

Other materials on hand, 125 00 

Inside wiring, 1,169 74 

Tools and appliances, 190 00 

Horses, wagons, etc., 325 00 

Office furniture, 41 80 

Cash (or town treasury), 7,044 02 

Sinking funds 4,961 46 

Total assets, as per books of the plant, $71,23931 

Profit and loss balance, 15,653 22 

$86,892 53 
Liabilities. 

Appropriations for construction, $23,333 45 

note payments, 13,000 00 

sinking funds, 5,600 00 

Overdrafts for construction, 976 70 

Bonds outstanding, 40,000 00 

Notes payable 3,700 00 

Unpaid bUls, 282 38 

Total liabilities, as per books of the plant, $86,892 53 
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MAin77A0TUBINO AOOOUNT. 

Db. 

Operating expenses, f 14,357 60 

Income from sale of light and power, .... 

other sources 

Balance to proilt and loss, 

914,357 60 
Fbopit and Lobs Aooount. 

Db. 

Balance Jane 30, 1896, f 13,097 38 

Balance of mannfactoring acooant, 8,537 40 

Appropriation for maintenance, 

interest 

insnrance, 

Oyerdrafts for maintenance to Jan. 16, 1899, . 

Interest from sinking ftands, 

Jobbing accouDt, 

Interest paid, 1,830 00 

Depreciation 2,887 64 

Other items 109 41 

Balance June 30, 1899 15,653 22 



$5,695 40 


124 80 


8,537 40 


914,357 60 


Cr. 


$8,023 35 


1,765 00 


231 00 


588 49 


180 12 


20 65 



926,461 83 $26,461 83 



READING. 
Assets. 

Real estate, . ." $17,496 68 

Steam plant 11,763 87 

Electric plant, 9,204 85 

Electric lines, 15,104 26 

Transformers 2,777 85 

Meters 1,908 31 

Arc lamp 2,200 36 

Incandescent street lamps, 878 74 

Due for light and power, 662 39 

Fuel on hand 183 00 

Carbons on hand, 54 50 

Oil and waste on hand, 50 25 

Incandescent lamps on hand, 127 36 

Globes on hand, 10 50 

Other materials on hand, 112 01 

Inside wiring 655 88 

Sundry accounts due the plant 43 95 

Office furniture, 342 38 

Cash (or town treasury), 3,256 93 

Total assets, as per books of the plant $66,834 07 

Profit and loss balance 7,565 93 

$74,400 00 
Liabilities. 

Appropriations for construction, $5,900 00 

bond payments 4,000 00 

note payments, 5,700 00 

Bonds outstanding, 46,000 00 

Notes payable 12,800 00 

Total liabilities, as per books of the plant, .... $74,40000 
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Manitfaotubimo Aocoumt. 

Db. Cb. 

Operating expenses, f 9,676 35 

Income from sale of light and power, .... 

other sources, 

Balance to profit and loss, 

99,576 36 
Pbofit and Loss Account. 

Dr. 

Balance June 30, 1898, 93,418 44 

Balance of manufacturing account, 6,495 93 

Appropriations for maintenance, 

interest, 

Interest received, 

Wiring account, 

Interest paid, 2,364 26 

Depreciation, 3,213 80 

Balance June 30, 1899, 7,565 93 

$14,492 42 $14,492 42 



$3,923 02 

157 40 

5,495 93 


$9,576 35 


Ck. 


$4,500 00 

2,372 50 

5 66 

48 34 



TAUNTON. 



Assets. 

Real estate, $20,532 11 

Steam plant, ' . . . . 30,056 91 

Electric plant, 25,699 68 

Electric lines, 29,052 26 

Transformers, 6,179 79 

Meters 2,590 13 

Arc lamps, 12,139 13 

Due for light and power 2,419 81 

Fuel on hand, 27 60 

Carbons on hand 128 35 

Oil and waste on hand, 36 00 

Incandescent lamps on hand, 217 60 

Globes on hand, 67 26 

Other materials on hand 178 67 

Inside wiring 2,004 95 

Tools and appliances, 632 04 

Horses, wagons, etc., 612 97 

Sundry accounts due the plant, 77 16 

Office furniture, 280 36 

Cash (or city treasury), 11,405 76 

Sinking funds, 21,903 47 

Total assets, as per books of the plant, $166,242 88 

Liabilities. 

Appropriations for construction, $4,301 75 

sinking funds, 7,093 00 

Bonds outstanding, 141,000 00 

Unpaid bills, 3,694.45 

Interest accrued but not due, 470 00 

Total liabilities, as per books of the plant, $156,559 20 

Profit and loss balance, 9,683 68 



$166,242 88 
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MAinrFAOTumiNO Aooowt. 

Db. Cs. 

Operating expenfles, f 24,346 55 

Income from sale of light and power f 21, 382 93 

Balance to profit and loac, 2,963 62 

f 24,346 55 $24,346 55 
Pbofit Azn> LoM Aooovnt. 

Db. Cr. 

Balance June 30, 1898 f 12,398 57 

Balance of mann factoring aoooant f 2,963 62 

Appropriations for maintenance 5,500 00 

intereat, 5,406 67 

Interest received, 66 66 

Bond premiums, 859 15 

Interest from sinking fnnds, 496 60 

Jobbing accoant, 66 10 

Interest paid and accrued, 6,490 00 

Depreciation, 6,646 35 

Balance Jane 30, 1899, 9,683 68 

f 24,783 65 $24,783 66 



WAKEFIELD. 



ASSETB. 

Real estate $27,204 19 

Machinery and mannflkctaring appliances (gas), 30,005 17 

Street mains (gas) 21,802 30 

Meters (gas) 3,142 99 

Dneforgas, 1,135 83 

Oas coal on hand, 370 38 

Oil lighting materials, 12 80 

Oas oil on hand, 3 96 

Tools and appliances (gas), 433 75 

Other gas materials on hand, 807 90 

Gas stoTes, 10 00 

Steam plant (electric), 16.281 96 

Electric plant 12,023 81 

Electric line 19,955 89 

Transformers, 2,831 01 

Meters (electric), 1,734 28 

Arc lamps, 3,491 69 

Dne for electric light and power, 583 08 

Fuel on hand (electric), 166 22 

Carbons on hand, 29 25 

Oil and waste on hand, 31 70 

Incandescent lamps on hand, 94 35 

Globes on hand, 4 00 

Other electric materials on hand, ........ 211 85 

Tools and appliances (electric) 51147 

Horses, wagons, etc., 373 68 

Sundry accounts due the plant, 484 26 

Office furniture, 224 80 

Cash (or town treasury), 11,699 95 

Insurance prepaid, 211 65 

Total assets, as per books of the plant, $155,874 17 

Profit and loss balance, 38,042 56 

1193,916 73 
Digitized by Vj \^'\j^ i\^ 



1900.] 



PUBLIC DOCUMENT— No. 85. 



clvii 



L1ABILITIB8. 

Appropriations for coDBtruction, $7,600 00 

bond payments 15,000 00 

Bonds outstanding, 168,000 00 

Unpaid bills, 1,612 53 

Deposits, 124 20 

Interest accraed but not dae, . 1,680 00 

Total liabilities, as per books of the plant, . . . . . $193,916 73 

Manxjfaotueino Account. 

Db. Cr. 

Operating expenses : 

Gas, $8,626 67 

Electric 9,574 18 

Income from sale of gas, $11,716 18 

residuals, 1,708 68 

sale of electric light and power, . . 4,343 06 

other sources (electric), .... 60000 

Balance to profit and loss : 

Gas, 4,798 29 

Electric, 4,631 12 

$22,999 04 $22,999 04 

Profit and Loss Account. 

Dr. Cr. 

Balance June 30, 1898, $30,884 63 

Balance of gas manufacturing account $4,798 29 

Balance of electric manufacturing, account, . . . 4,63112 

Appropriation for maintenance, 250 00 

. interest, 6,720 00 

Jobbing account (gas) 109 22 

Interest paid and accrued, 6,760 25 

Depreciation, 7,288 04 

Oil lights, 323 83 

Jobbing account (electric), 1148 

Other items 30 72 

Balance June 30, 1899, 38,042 56 

$49,920 07 $49,920 07 
WELLESLEY. 

AS8BT8. 

Electric lines, $12,964 21 

Due for light and power, 30 00 

Incandescent lamps on hand, 3 30 

Other materials on hand, 5 00 

Tools and appliances, 16 00 

Sundry accounts due the plant, 75 00 

Cash (or town treasury), 4,549 50 

Total assets, as per books of the plant $17,643 01 

Profit and loss balance, 870 94 

$18,513 96^]^ 
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LIABILITIB8. 

Appropriations for bond payments, 99,000 00 

Bonds outstanding, 9,000 00 

Unpaid bills 393 95 

Interest accrued bat not dne, 120 00 

Total liabilities, as per books of the plant, 918,513 95 

Manufaotvbino Aooount. 

Dr. Cr. 

Operating expenses 93,827 28 

Income from sale of light and power, .... 9^20 00 

other sources, 150 00 

Balance to profit and loss, 3,557 28 

"93^827 28 93,827 28 
Fbopit and Loss Aooount. 

Dr. Cr. 

Balance June 30, 1898, 9654 91 

Balance of manufacturing account, 3,557 28 

Appropriation for maintenance, 95,000 00 

interest 360 00 

Interest paid and accrued 366 67 

Depreciation, 682 33 

Returned to town treasury — unavailable maintenance, 

Dec. 31, 1898, 969 75 

Balance June 30, 1899, 870 94 

1|6,230 94 96,230 94 



WESTFIELD. 

[From June 1, 1899.] 

Assets. 

Real estate (gas) 935,152 82 

Real estate (electric), 12,447 91 

Machinery and manufacturing appliances (gas), 24,109 22 

Street mains (gas), 35,629 33 

Meters (gas), 4,950 84 

Due for gas, 1,828 92 

Oas coal on hand, 446 45 

Gas oil on hand 33 57 

Other gas materials on hand, 2,183 66 

Steam plant (electric), 13,986 48 

Electric plant, 7,035 56 

Electric lines, 6,769 68 

Transformers, 896 25 

Meters (electric) 124 48 

Arc lamps, 8,286 25 

Incandescent street lamps, 55 77 

Inside wiring 1,294 68 

Due for electric light and power, 885 68 

Fuel on hand (electric), 326 98 

Carbons on hand, 42 98 

Oil and waste on hand, 10 81 

Incandescent lamps on hand, 30 00 

Globes on hand, 3 00 
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Other electric materials on hand, $343 70 

Tools and appliances (electric), 600 00 

Tools and appliances (gas) , 450 00 

Sundry accounts receiyable, 2fi6 84 

Office furniture 168 00 

Total assets, as per books of the plant, $152,849 76 

LlABILITIBS. 

Appropriations for construction, $30,000 00 

Bonds outstanding, 120,000 00 

Unpaid bills, * 816 18 

Interest accrued but not due, 350 00 

Amounts due from the plant, not included above, 1,352 07 

Total liabilities, as per books of the plant, $152,518 25 

Profit and loss balance, 331 51 

$152,849 76 

Mamvfaotubino Aoooumt. 

Dr. Cb. 
Operating expenses : 

Oas, $690 46 

Electric 397 64 

Income from sale of gas, $1,328 92 

residuals, . 118 61 

sale of electric light and power, . . . 885 68 
Balance to profit and loss : 

Ga 757 07 

Electric, 488 04 

$2,333 21 $2,333 21 

Profit and Loss Account. 

Db. Cb. 

Balance of gas manufacturing account, .... $757 07 

Balance of electric manufacturing account, ... 488 04 

Jobbing account (electric), 16 20 

Jobbing account (gas), 30 08 

Interest accrued $350 00 

Depreciation, 609 88 

Balance June 30, 1899 331 51 

$1,291 39 $1,291 39 
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APPENDIX C. 



New Legislation. — Acts op 1899, 



[Chaptbb 134] 

An Act relative to the licensing of gas fittebs and the 
supervision op gas fitting in the town op brookline. 

Be it enacted, etc., as follows : 

Section 1. No person, firm or corporation shall engage in the 
business of gas fitting or the installation or repair of gas fixtures 
in buildings in the town of Brookline, and no journeyman shall 
work at said business in said town, unless licensed therefor in ac- 
cordance with the provisions of this act ; but this section shall not 
take effect until ninety days after the acceptance of this act by 
said town. The word '^ journeyman", as used herein, means one 
who personally does any gas fitting or any work in connection 
therewith which would be subject to inspection under this act. 

Section 2. There shall be a board of three examiners, selected 
as follows: — The first, a member of the board of health, desig- 
nated by said board; the second, the inspector of buildings in 
said town ; the third, a person holding no other office, to be ap- 
pointed by the board of health and who shall be a practical gas 
fitter of at least five years' continuous experience lasting up to 
the time of his appointment. The first and third members shall 
be chosen within thirty days after the acceptance of this act, for 
a term ending on the first day of May following their appointment, 
and thereafter annually. The first and second members shall 
receive no compensation. The third member shall be paid for his 
services by said town at a rate not exceeding five dollars for each 
day of actual service, and at the same rate for any fraction of a 
day. Said third member shall be entitled to receive a license 
under this act without fee or examination. As soon as may be 
after their appointment the members of said board shall organize 
by the selection of a chairman and clerk and shall designate times 
and places for the examination of applicants for licenses. 
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Section 3. Any person desiring to engage in said business, or 
any person desiring to labor at it as a journeyman, shall make 
application to the inspector of buildings for a license, and shall 
thereupon be examined as to his qualifications by said board, such 
examination to include some kind of practical test ; and if he be 
found competent said board shall so certify to said inspector, and 
the inspector shall issue a license to him : provided^ that he first 
registers with said inspector his name, residence, place of business 
and license number, and pays the license fee. In case of a firm 
or corporation the examination and licensing of one member of 
the firm, or the manager of the corporation, shall satisfy the re- 
quirements of this act. A license may at any time be revoked by 
said board. It shall continue in force until so revoked, but it 
shall not be transferable. 

Section 4. The fee for a license under this act shall be two 
dollars for any employer, firm or corporation, and fifty cents for 
a journeyman. 

Section 5. Any person, firm or corporation holding a license 
under chapter two hundred and sixty-five of the acts of the year 
eighteen hundred and ninety-seven shall be entitled to receive a 
license under this act without fee or examination, upon registering 
with the inspector of buildings as provided in section three of this 
act. 

Section 6. The board of health of said town shall appoint as 
many inspectors of gas fitting and gas fixture installation in 
buildings as they may deem necessary from time to time. The 
compensation of the inspectors shall be determined by said board 
of health, subject to the approval of the town, and such inspectors 
shall hold office until removed by the board of health. Said in- 
spectors shall inspect all new work relating to gas piping and to 
gas fittings and fixtures in new and old buildings within said town, 
and shall report to the board of health all violations of this act or 
of any act, by-law or regulation relating to gas fixtures and appli- 
cable to said town, which now exists or may hereafter be enacted 
or made, and they shall also perform such other appropriate duties 
as may be required of them by said board of health. No inspector 
shall inspect or approve any work done by himself or by any 
person by whom he is employed or who is employed by him. 

Section 7. In new work done after the acceptance of this act 
in said town gas pipes shall not be covered or concealed from view 
until they have been approved by one of the inspectors, who shall 
examine the same within two working days after notice that such 
pipes are ready for inspection ; and such new pipes shall not be 
used until the same and the fixtures attached thereto have been 
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tested in the presence of one or more of said inspectors, by the 
person doing the work, by some test approved by said inspector 
or inspectors. 

Sbction 8. Every person licensed under the provisions of this 
act shall display his license number conspicuously at his place of 
business. 

Section 9. After the acceptance of this act as hereinafter pro- 
vided no building in said town shall be piped or fitted for gas, 
and no gas fixtures shall be placed in any building, nor shall any 
repairs be made upon any such piping or fixtures, unless a permit 
shall be granted therefor by the inspector of buildings. Applica- 
tions for such permits shall be made only by persons licensed as 
aforesaid, and they shall contain a full statement of the situation 
of the building, the name and address of the owner, of the work 
to be done and the materials to be used, and if the inspector so re- 
quires a plan of the work contemplated. It shall be lawful how- 
ever for persons licensed as aforesaid to make necessary repairs 
without a permit in the case of leaks or breaks requiring immediate 
attention ; but in such cases a report signed by the person making 
the repairs shall be filed in the ofiSce of the inspector of buildings 
within forty-eight hours after the repairs were made, stating the 
nature of the leak or break, and in detail the extent of the repairs 
made and the manner of making the same. All materials used 
and work performed under the provisions of this section shall be 
subject to such regulations as now exist or may hereafter be made 
by the board of health of said town. Nothing in this section shall 
apply to the taking off or replacing of the ordinary gas burner or 
tip. 

Section 10. No gas pipe which may be put in any building in 
said town shall be let into the timbers, beams or girders, unless 
the same is placed within thirty-six inches of the end of said tim- 
ber, beam or girder, and in no building shall the pipes be let into 
the timbers, beams or girders, more than two inches in depth. 
No pipes from which fixtures are to be suspended shall be run on 
the under side of the timbers, except when the boarding runs 
diagonally with respect to said timbers, in which case they shall 
be firmly secured to the timbers. No person shall disconnect or 
remove any gas meter except the representative of the gas com- 
pany owning such meter. 

Section 11. All gas brackets shall be placed at least three 
feet below any ceiling or wood work, unless the same is properly 
protected by a shield, in which case the distance shall not be less 
than eighteen inches. Nothing in this act shall be construed to 
affect the operations of any gas company upon its own premises 
or with respect to its mains or service pipes. > 
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Section 12. The board of health of said town may by said 
inspectors, from time to time as it deems proper, inspect the gas 
fixtures and appliances in any bailding, and shall make sach regu- 
lations relating thereto as it deems that the public health and 
safety require, and the owner of such building shall comply with 
such regulations. 

Section 13. Any person violating any provision of this act or 
any ordinance, by-law, rule or regulation made thereunder shall 
be deemed guilty of a misdemeanor, and shall be subject to a fine 
not exceeding one hundred dollars for every such violation ; and 
if such person has received a license under this act his license may 
be revoked by the board of health of said town ; and if the license 
is revoked no new license shall be issued to him until the expira- 
tion of one year from the date of such revocation. 

Section 14. The inspector of buildings shall annually make a 
full report in detail to said town of all his proceedings under this 
act during the year, and shall include therein a report of the board 
of examiners appointed under this act, giving their proceedings 
during the year. 

Section 15. This act shall take effect upon its passage so far 
as to allow said town to vote upon the acceptance of the same, 
but it shall not take full effect until it has been accepted by a vote 
of two thirds of the voters of said town present and voting thereon 
at a meeting duly called for the purpose. [^Approved March 9, 
1899, 



[Chapter 199.] 

An Act relative to mechanical and manufacturing corpora- 
tions. 
Be it enacted, etc., as follows: 

Section 1. For the purpose of carrying on any mechanical or 
manufacturing business, except that of distilling, or manufacturing 
intoxicating liquors, three or more persons may associate them- 
selves together with the intention of forming a corporation with a 
capital of not less than five thousand dollars. Such corporation 
shall be subject to all laws now or hereafter in force relating to 
such corporations. 

Section 2. Every mechanical or manufacturing corporation 
which is subject to chapter one hundred and six of the Public 
Statutes and acts in amendment thereof and in addition thereto 
may, at a meeting called for the purpose, increase its capital to 
such amount as may be determined by the stockholders, such in- 
crease to be made in the manner provided by existing laws. \^Ap' 
proved March 28. 1899. 
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[Chaptbr 247.] 

An Act to extend the application of the law relative to the 
weekly payment of wages. 

Be U enacted, etc., as follows : 

Section 1. Section one of chapter foar hundred and thirty- 
eight of the acts of the year eighteen hundred and ninety-five, as 
amended by chapter three hundred and thirty-four of the acts of 
the year eighteen hundred and ninety-six, as amended by chapter 
four hundred and eighty-one of the acts of the year eighteen hun- 
dred and ninety-eight, is hereby amended by adding after the word 
^' business ", in the seventh line, the following words : — in any of 
the building trades ; in quarries or mines ; in public works ; in 
the construction or repair of railroads or street railways, of roads, 
bridges, sewers, of gas, water or electric light works, pipes or 
lines, — so as to read as follows : — Section 1. Sections fifty-one 
to fifty-four, inclusive, of chapter five hundred and eight of the 
acts of the year eighteen hundred and ninety-four, relative to the 
weekly payment of wages by corporations, shall apply to all con- 
tractors and to any person or partnership engaged in this Com- 
monwealth in any manufacturing business ; in any of the building 
trades ; in quarries or mines ; in public works ; in the construc- 
tion or repair of railroads or street railways, of roads, bridges, 
sewers, of gas; water or electric light works, pipes or lines. And 
the word '^corporation", as used in said sections, shall include 
such contractors, persons and partnerships. 

Section 2. This act shall take effect upon its passage. {^Ap- 
proved April 10, 1899. 



[Chapter 320.] 
An Act relative to the regulation of electric wires. 
Be it enacted, etc., as follows : 

Section two of chapter four hundred and four of the acts of the 
year eighteen hundred and ninety is hereby amended by striking 
out the whole of said section and inserting in place thereof the 
following : — Section 2. Every such person and corporation shall, 
in the several cities within six months after the appointment of the 
oflScer hereinafter provided for, aflSx at the points of support at 
which any such wire or cable containing wires is attached, a tag 
or mark distinctly designating the owner or user of such wire or 
cable. No such tag or mark shall be required for the wires of a 
street railway company, except for its feed wires at points of 
attachment to poles carrying the feed wires of one or more other 
street railway companies. {Approved April 29^ 1899. 
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[Chaptbb 337.] 
An Act relative to the regulation and supervision of wires 

OVER streets and BUILDINGS IN TOWNS. 

Be it enacled, etc., as follows: 

Section 1. Every person or corporation, private or municipal, 
owning or operating a line of wires over or under streets or build- 
ings in a town, shall use only strong and proper wires safely at- 
tached to strong and sufficient supports, and insulated at all points 
of attachment ; shall remove all wires the use of which is aban- 
doned ; shall properly insulate every wire where it enters a build- 
ing, and if such wire is other than a wire designed to carry an 
electric light, heat or power current shall attach to it at a proper 
point in the circuit, near the place of entering the building, and 
so situated as to avoid danger from fire, an appliance adapted to 
prevent at all times a current of electricity of such intensity or 
volume as to be capable of injuring electrical instruments or of 
causing fire from entering the building by means of such wire, 
beyond the point at which such appliance is attached ; and shall 
properly insulate every wire within a building when such wire is 
designed to carry an electric light, heat or power current. 

Section 2. Wherever wires belonging to different owners are 
attached to the same pole, cross-arm or fixture, such pole, cross- 
arm or fixture shall be plainly marked with the name or initials of 
the owner of the same, and such wires, at or near their points of 
attachment to such pole, cross-arm or fixture, shall be tagged or 
marked with the names or initials of their owners. 

Section 3. Any town may at an annual town meeting instruct 
its selectmen to appoint an inspector of wires, who shall supervise 
every wire over or under streets or buildings in such town, and 
every wire within a building when such wire is designed to carry 
an electric light, heat or power current ; shall notify the person or 
corporation owning or operating any such wire whenever its attach- 
ments, insulation, supports or appliances are improper or unsafe, 
or whenever the tags or marks thereof are insufficient or illegible, 
and shall at the expense of the town remove every wire the use 
of which is abandoned and every wire hereinbefore required to be 
tagged or marked which is unprovided with a tag or mark. The 
cost of such removal shall be repaid by the owner of the wire re- 
moved. The said inspector shall see that all laws and regulations 
relating to wires are strictly enforced. 

Section 4. Any town may recover, in an action of contract, 
of the person or corporation owning any such wire as is herein- 
before described, any expense which it may have incurred for the 
removal thereof. lApproved May 4, 1899 . ^,g, ,^^^ ^y GoOglc 
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[Chaptbb 886.] 
An Act relative to the annual expenditures of the board of 

aAS AND electric LIGHT COMMISSIONERS. 

Be it enacted, etc., as follows: 

Section 1. The board of gas and electric light commissioners 
may expend a sum not exceeding three thousand dollars annually 
in procuring statistics, books and stationery, and for other neces- 
sary incidental expenses. They may also expend a sum not ex- 
ceeding thirty-five hundred dollars annually for clerical assistance. 
The amounts expended under this section shall be assessed and 
collected as is now provided by law for the assessment and collec- 
tion of the other expenses of said board. 

Section 2. Section one of chapter four hundred and sixty- 
three of the acts of the year eighteen hundred and ninety-five is 
hereby repealed. 

Section 8. This act shall take effect upon its passage. [^Ap- 
proved May 12, 1899, 

[Chapter 368.] 
An Act relative to the licensing op engineers and firemen. 
Be U enacted, etc., as follows: 

Section 1. It shall be unlawful for any person to have charge 
of or to operate a steam boiler or engine in this Commonwealth, 
except boilers and engines upon locomotives, motor road vehicles, 
boilers in private residences, boilers in apartment houses of less 
than five flats, boilers under the jurisdiction of the United States, 
boilers used for agricultural purposes exclusively, boilers of less 
than eight horse power, and boilers used for heating purposes ex- 
clusively which are provided with a device approved by the chief 
of the district police limiting the pressure carried to fifteen pounds 
to the square inch, unless he holds a license as hereinafter pro- 
vided ; and it shall be unlawful for any owner or user of a steam 
boiler or engine, other than those boilers or engines above ex- 
cepted, to operate or cause to be operated a steam boiler or engine 
for a period of more than one week, unless the persons in charge 
and operating such boiler or engine are duly licensed. 

Section 2. If any such steam engine or boiler is found at any 
time in charge of or operated by a person who is not a duly 
licensed engineer or fireman, and if, after a lapse of one week- 
from such time, the same is again found to be operated by a per- 
son or persons not duly licensed, it shall be deemed prima facie 
evidence of a violation of section one of this act. 
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Section 3. Any person desiring to act as engineer or fireman 
shall make application for a license so to act, to the examiner of 
engineers for the city or town in which he resides or is employed, 
upon blanks to be furnished by the examiner. The application 
must show his experience daring the preceding three years or time 
of service. The applicant shall be given a practical examination, 
and if found competent and trustworthy, he shall receive within 
six days after the examination, a license graded according to the 
merits of his examination, irrespective of the grade of license for 
which he applies. The applicant shall have the privilege of hav- 
ing one person present during his examination, who shall take no 
part in the same, but who may take notes, if he so desires. No 
person shall be entitled to receive more than one examination 
within ninety days, except in the case of an appeal as hereinafter 
provided. A license shall continue in force for three years, or 
until the same is revoked for incompetency or untrustworthiness ; 
and a license shall remain revoked until a new license is granted. 
A license, unless revoked, shall at the end of said three years be 
renewed by an examiner of engineers upon application and with- 
out examination, if the application for renewal is made within six 
months of the expiration of the license. In case a new license of 
a different grade is issued the old license must be destroyed in the 
presence of the examiner. In case of the loss of a license by fire 
or other means a new license shall be issued in its place, without 
re-examination, upon satisfactory proof of such loss to an ex- 
aminer. 

Section 4. Licenses shall be granted according to the compe- 
tency of the applicant, and shall be distributed in the following 
classes : — Engineers' licenses : — First class, unlimited in horse 
power. Second class, to have charge of and operate any boiler or 
boilers and any engine not exceeding one hundred and fifty horse 
power. Third class, to have charge of and operate any single 
boiler and any engine not exceeding fifty horse power. Firemen's 
licenses: — First, to operate any boiler or boilers. Second, to 
have charge of and operate low pressure heating boilers where the 
pressure carried is less than twenty-five pounds to the square inch. 
Any person desiring to have charge of or to operate any particular 
steam plant or type of plant, may be examined as to his compe- 
tency for such service and no other, and if found competent and 
trustworthy shall be granted a license for such service and no 
other ; and the holder of such special license may have the same 
transferred to some other particular plant of the same type and 
horse power, without re-examination. 

Section 5. The words "have charge", in this act, shall be 
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constraed to designate the person under whose supervision a boiler 
or engine is operated. The ^'person operating" shall be under- 
stood to mean any and all persons actually engaged in generating 
steam in any power boiler. 

Section 6. The horse power of any boiler shall be ascertained 
upon the basis of three horse power for each square foot of grate 
surface, for a power boiler, and on the basis of one and one half 
horse power for each square foot of grate surface, if the boiler is 
used for heating purposes exclusively. The engine power shall 
be reckoned upon a basis of a mean effective pressure of forty 
pounds per square inch of piston for a simple engine ; fifty pounds 
for a condensing engine ; and seventy pounds for a compound 
engine, reckoned upon area of high pressure piston. 

Section 7. All applications for licenses shall be accompanied 
by a fee of one dollar. All fees so paid shall be accounted for by. 
the examiners, to the chief of the district police, who shall return 
the same monthly to the treasurer of the Commonwealth. 

Section 8. The boiler inspection department of the district 
police shall act as examiners and enforce the provisions of this 
act. 

Section 9. Any person dissatisfied with the action of an ex- 
aminer in refusing or revoking a license, may appeal from his 
decision within one month from such decision, to the remaining 
examiners, who shall together act as a board of appeal, and a 
majority of whom shall have the power to hear the paities and 
pass upon the subjects of appeal. The party appealing may have 
the privilege of having one first class engineer present during the 
hearing of his appeal, who shall take no part in the same. The 
decision of the majority of such remaining examiners so acting 
shall be final, if approved by the chief of the district police. 

Section 10. An engineer's or fireman's license granted under 
this or previous acts shall be placed so as to be easily read, in a 
conspicuous place in the engine room or boiler room of the plant 
operated by the holder of such license. 

Section 11. Whoever violates any of the provisions of this 
act shall be punished by fine of not less than ten nor more than 
three hundred dollars, or by imprisonment not exceeding three 
months. Any trial justice may in his discretion take jurisdiction 
in complaints for violations of this act, and in such cases may im- 
pose a fine not exceeding fifty dollars. 

Section 12. All acts and parts of acts inconsistent herewith 
are hereby repealed : provided however^ that such repeal shall not 
invalidate any license granted under the acts repealed, and 
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licensees holding licenses so granted shall have the same powers 
given by section four of this act to licensees of a similar grade. 

Section 13. This act shall take effect upon its passage. [4p- 
proved May 12, 1899. 



[Chaptbr 465.] 
An Act relative to the inspection of gas and gas meters. 
Be it enacted, etc., as follows : 

Section 1. Section two of chapter sixty-one of the Public 
Statutes is hereby amended by striking out in the first line the 
words " two thousand ", and inserting in place thereof the words : — 
twenty-five hundred, — and by striking out all after the word 
"year", in the second line, to and including the word ''six", in 
the third line, so as to read as follows : — Section 2. The salary 
of the inspector shall be twenty-five hundred dollars a year, and 
the salary of the assistant inspector shall be twelve hundred dollars 
a year, and the inspector and assistant inspector shall be paid, in 
addition to their salaries, all actual travelling expenses necessarily 
incurred by them in the performance of their ofilcial duties. Said 
salaries and expenses.shall be paid out of the treasury of the Com- 
monwealth, but no larger nmount shall be so paid out than is 
actually paid into the treasury in the manner hereinafter provided. 

Section 2. Section six of the said chapter is hereby amended 
by striking out all after the word *' shall", in the seventeenth line^ 
and inserting in place thereof the following words : — be allowed a 
sum not exceeding twenty-five hundred dollars in any one year for 
the compensation of such deputies and for ofilce and other expen- 
ses not provided for in sections two and nine of this act ; and any 
sums remaining after such expenditures shall be paid into the 
treasury of the Commonwealth by said inspector quarterly on the 
first Mondays of January, April, July and October of each year, — 
so as to read as follows : — Section 6. When the inspector finds 
himself unable to attend to his duties in any city or town, he shall 
appoint temporarily, and for such time as he deems expedient, one 
or more deputy inspectors of meters for the county in which such 
city or town is situated. Such deputies shall be duly sworn, and 
shall act under his direction ; they shall not be connected with or 
employed by any gas company, and shall be subject to the same 
disabilities as are set forth in section four, and from their decisions 
appeals to the inspector may be taken by the gas company or by 
the consumer. The inspector shall be entitled to collect for the 
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services of such deputies in examining, comparing, and testing 
meters, with or without stamping them, a fee of twenty-five cents 
for each meter delivering not more than a cubic foot of gas in 
four revolutions, vibrations, or complete repetitions of its action, 
and for each meter so delivering more than a cubic foot, a fee of 
thirty cents, with twenty cents added for every additional cubic foot 
so delivered. Out of the fees so collected by the inspector he 
shall be allowed a sum not exceeding twenty-five hundred dollars in 
any one year for the compensation of such deputies and for office 
and other expenses not provided for in sections two and nine of 
this act; and any sums remaining after such expenditures shall 
be paid into the treasury of the Commonwealth by said inspector, 
quarterly on the first Mondays of January, April, July and October 
of each year. 

Section 3. This act shall take effect on the first day of July 
next. [^Approved June 2, 1899. 
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